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ango Building 


Architecture Design /£#mii£Ul - KCAP Architects Be Planners 
Project Architect/ ■ ij 1~| Hfj. Ur[J: Han van den Born, Ealf Fasel, Frederik Kilnzel, 
Teun van der Vetden, Hashmat Fagirzada 
LocatSon/Jt^.d.: Amsterdam, Netherlands 
Arca/lffi^r 15,000m" 

Photograph./ : Paulien Bo-rst 


Django Building is an apartment complex in Amsterdam's Zuidas development area. 
The building occupies lot 8 of Zuidas' Gershwin, cluster III, district for which KCAP 
previously completed a mass study. 

Gershwin is the first district of Zuidas which focuses on housing with a diverse variety of 
apartment types. Of the total of 1,600 homes over the entire area approximately 300 will 
be realised in Gershwin III. The Django Building, one of the first completed residential 
buildings there, comprises of 108 rental apartments, commercial spaces and a one- 
storey underground parking garage by In bo architects. The remainder of the buildings 
will be completed by 2015 






First Floor Plan/ — JUMPED® 


Second Floor Plan/ ' 


With its 9 storeys, the Django building is the lowest city block between the 
highest budding in the area, the 29-storey twin tower Amsterdam Symphony 
designed by the Architecterc Cie, and the 20-storey Duke Tower designed by 
Ateliers Lion, 

KCAP divides the 15,000m 2 total programme over two buildings, a sunken 
garden and several terraces. The lower floors, with mainly commercial spaces, 
are defined by a printed glass facade. Above, black brickwork and a repetitive 
but slightly shifted pattern of anodized window frames and balconies dominate 
the building's appearance. The aft- sided ness of the facade enhances the 
sculptural character of the stone volumes on the glass plinth. 

Constructively, the application of a load bearing facade allows for large window 
openings on ail sides, Ati living areas are oriented in two directions and 
glazed from floor to ceiling, innovative cold and warmth storage, with a dosed 
source system. Is employed to ensure sustainable cooling and healing In the 
apartments. 
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KCAP Architects 8i Planners 




he Red Apple 


Architecture Design/ MTiJitf': KCAP Architects & Planners 
Concept lifestyle Jan des Bouvrie 

Project Architect /fjEliSKSW: Han van den Born, Kees Christiaanse, Michael Trinkner, 

Kik Houtman, Marcel Damen, Jochem Kolthol Annekee Ritsema, 
Frederik Kunsel, Blazenka Simic-Boro 
Location/ Rotterdam, Netherlands 
AreaWl: 35,000m 1 

Photograph / : i jlrH : KCAP Architects St Planners 


The Red Apple is a residential complex with shops, cafes and restaurants and business 
space that towers skyward at the head of Rotterdam's Wrjnhaven Island ('Wine Harbour' 
Island). It is being redeveloped using a dynamic transformation model, which provides 
development guidelines that ensure a balance between new and existing construction 
as well as the preservation of fine views and sufficient incidence of daylight throughout 
the area. The Red Apple is a highly varied architectural mass that integrates some 
existing structures. With a great diversity of apartments in intimate urban surroundings, 
it satisfies the demands of modem lifestyles. 

The Red Apple stands in a visually prominenl position: a! the tip of the Wrjnhaven 
Island, with water on three sides and views across the River Maas and the Dude Haven 








Section/frhffll?] 


ElevaEiarVj!^iI]II3 


('Old Harbour'). The southwest corner of the site is occupted by a slender tower 
that reaches a height of 125m and is clad fn red aluminium plating. The ground- 
floor entrance is a spacious glazed lobby with lifts. On the floors above there are 
live/ work loft spaces, while above the 21 m level there are apartments of various 
sizes and four penthouses. Since all the apartments are diagonally oriented, the 
views are optimal. 

The converging tines of Wijnhaven Island meet at The Red Apple, outlining 
a five-sided volume, part of which extends beyond the substructure as a 
cantilever. Thanks to large apertures in the facade, this atrium offers a stunning 
vista across the city, The apartments in this volume are also designed on the 
diagonal, so they all enjoy extraordinary views. This volume is also clad in 
coloured aluminium panels, but because of its large expanses of fenestration it 
has a distinctly transparent character 

The Red Appie is a collaboration between KGAP and interior designer Jan des 
Bouvrie. The building and its environs were designed for the modem urbanite 
who has a flexible lifestyle that closely interweaves living, working and relaxing. 
It therefore offers a wide selection of live/work lofts and apartments in a diversity 
of types and dimensions The surroundings exude an intimate urban character 
thanks to the shops, cates and restaurants that are set behind street-level 
facades of wood and glass. There are wooden jetties and ten-aces ranged along 
the pedestrianized streets, and two new footbridges improve access to the area, 
A new arcade traverses The Red Appie complex, substantially expanding the 
area of public space. 
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arbour Isle Apartments 


Architecture Design /STj&tf': Lundgaard & Tran berg Arkitekter 
Project Architect/!^ 0 Lundgaard & Tranberg Arkitekter 


Location Copenhagen, Denmark 
Area/ML 24,000m" 

Photograph/®^: Adam Mocrk, Lundgaard & Tran berg Arkitekter 


The project builds upon an urban plan that transforms a former industrial area to a 
modem, integrated residential and business zone, taking better advantage of the 
harbour front location. The project consists of 236 apartments in two U-shaped blocks 
with inner courtyards opening towards the harbour. Varying heights of 5 to 6 storeys 
visually reduce the scale of the project and, along with the thin proportions of the glass 
partitions, give the white facades a fight and graceful appearance, The entire project, 
including the projecting bays, is rendered in warm white stucco with teak fenestration, 
giving the entire project a maritime feel. 

Harbour Isle Harbour Isle is situated on an island next to Copenhagen's classic harbour 
entrance, near the city centre. Both of the new urban edifices are U-shaped, creating 
inner courtyards while opening onto the harbour fairway with elegant, white forms, 
Radiant surfaces The light surfaces of Harbour Isle lend a serenity and coherence to 
the lively fagade compositions of various balconies and bays. The luminescent facades 
brighten every corner of the complex - reflecting the hues of sky, waterfront and trees, 
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The untreated teakwaod winetew profiles contrast with and accentuate the white 
plastered surfaces, manifesting In an overall textural impression, which is further 
reflected in the harbour. 

Rhythmic pattern of buildings and water The 236 housing units are staggered 
Irt a rhythmic pattern, giving each dwelling the beet possible daylight conditions 
and views of the water Reminiscent of Amsterdam and Venice, the waterfront 
is brought right up to the buildings in a narrow urban canal, accentuated by a 
tower the canal entrance. The volumetric disposition of the complex effectively 
reduces the size of the buildings to a human scale. The overarching landscape 
theme is comprised of shore vegetation and slender, pruned trees, white the 
quay edges and promenades draw on the teakwood of tie window profiles. 
There is a wide variety of residential units within the complex - comprising a 
Gate House, Townhouse, Garden House, Canal House and Tower apartment- 
all of which are legible in the facades, balconies and bays, 
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Lundgaard & Tranberg Arkitekter 







ietgen Dormitory 


Architecture Design /fSSttE&ttf': Lundgaard & Tranberg Arkitekter 
Project Architect/^! Lundgaard 6f. Tran berg Arkitekter 

Location/^.i.'L Copenhagen, Denmark 
Area/lgfT 28-, 660m 3 

Photograph / : Jens Lindhe, Lundgaard & Tran berg Arkitekter 


The Tietgen dormitory project was made possible by a donation from the Nordea 
Denmark Fund. The intention of the donation was to make possible the realization of 
'the dormitory of the future 1 through a dear and visionary architectural idea. Housing 
approximately 400 students, it is to be a reference project of international format. 

The site is located near Copenhagen University in 0restad North, a recently planned 
neighbourhood characterized by flowing canals and a consistent, rigid building structure. 
The simple circular form of the Tietgen Dormitory is an urban response to the context, 
providing a bold architectural statement in the newly planned area, 

The project's dynamic, sculptural expression is created by the contrast of the building's 
overall form with the honest expression of the individual programmatic elements. 
The building's circular form- symbol of equality and the communal is contrasted with 
individual, projecting volumes expressing the individual residences. The principle 
inspiration for the project is this meeting of the collective and the individual, a 
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characteristic inherent to the dormitory building type. The cylindrical volume 
completes itself and orients itself around the inner courtyard. The upper 
levels are organized with residences along the perimeter with views to the 
surroundings, while the communal functions are oriented toward the inner 
courtyard. The communal areas find expression as dramatic, projecting forms 
pointing inward to the courtyard. The residences are of various depths in a 
changing tact, giving the outer contour its characteristic crystal line expression. 
The unique identity of each individual residence thus revealed, and the potential 
urban menu mentality of the cylindrical form is neutralized. At ground level the 
courtyard is accessed via open passages, which in turn give vertical access to 5 
building sections On each floor, each of the 5 section consists of 12 residences 
organized around a communal area and kitchen, Facilities common to the entire 
dormitory are grouped at ground level. 
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ZON-E ARQUITECTOS 



ocial Housing for Mine-Workers 


Architecture Design/ ZON E AKQUITECTOS 

Project Architect/ 0J R JiMU; Nacho Ruiz Allen, Jose Antonio Ruiz Esquiroz 
Location/ Cerredo, Asturias, Spain 
Area/ SIR: 2,385m 3 

Photograph Ignacio Martinez,. Jose Antonio Ruiz Esquiroz 


This project comes up from a tendering process to build state subsidized housing in 
Cerredo (Asturias), a mining town located in the very heart of the Cantabrian Mountains 
where no residential construction had been made for over 25 years. 

The project has two stages that materialize in two perpendicular buildings forming an L. 
In the first stage we undertake the biggest building, which faces the road that crosses 
the town. 

The volumetric we propose has an angular shape. It is a geometry crystallized from 
some elemmentary laws that are given by the town-planning regulations. The formal 
resutt is something halfway between a petrified object, a mountain's shape and a 
disturbing organism floating over the mountainside 

This "crystal tog raphic" object has the same dark color as the focal slate. Like a piece 
of coal, it absorbs almost all the light it gets and reflects a smaJI amount of it, calmfy 
showing us its rich geometry. 

The building's unity contrasts with the individuality of each of the 15 apartments that 
show through some galleries in the facade. These are cubes which drill the volume 
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using a berdngbone pattern and work as heat and tight exchangers 
Each of the apartments is different, both in size and in its door plan distribution, 
in the location of its gallery and in its roofs configuration. However all of them 
enjoy cross ventilation and breathtaking views of Asturias* craggy landscape. 
The project's nature as object is emphasized by the way the groud floor is 
approached; this has been set back along its perimeter, reinforcing Etie idea of a 
"floating body." 
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ZON E ARQUITECTOS 




partment Block Close to The Highway 


Tchitectune Design/ ZON-E ARQUITECTOS 
Project Architect/ Nacho Ruiz Allen, Jose .Antonio Ruiz Esqufroz 
Location/ffi, 1 ^: Noain, Navarra, Spain 
Area/®#!: floor S F Sl0m 2 

Photograph/ Jose Antonio Ruiz Esquiroz, Miguel de Guzman 


The building is located near Pamplona, in the north of Spain, but its potential location 
would be nearby of any given highway. In this particular case, from every panoramic 
window, you may enjoy an amazing view to the highway that connects Pamplona with 
Madrid and Barcelona, 

The shape and volume of this building responds to an urban masterplan which pretend 
to hide the back side of the existing urban fabric, The starting point for this project 
was, therefore, a curved building, about 60m long per 15m deep and 7 floors high. 
This building was conceived as a retaining screen where two different conditions 
were negotiated: on the one hand, the infrastructural, marked by speed, efficiency 
and generic language: on the otheh the urban fabric, characterized by domesticity, 
quotidian ness and specificity. This duality is solved consequently through a two- 
sided strategy: first, with a compact, horizontal and light fagade facing the highway, 
which is materialized by a corrugated double-curved steel panel and red reflecting 
folding shutters; and, in the second place, with an abstract and fragmented fagade on 
the opposite side of the building, facing the existing fabric. This fagade has been built 
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with fibrocement panels and vertical windows. The housing typology offered here 
questions the homogeneity often imposed by the real estate bubble market, which 
only takes into consideration a specific and universal kind of family. As an alternative, 
we propose ten different types of housing, suitable to the different needs of the 
current heterogeneous society: small families with one or more children, couples 
without children, freelancers who may need a workspace at home, students, people 
who are single, retired, etc. 

There are one to four bedroom apartments, measuring from 40 to 60m 2 , and 
distributed in one or two levels. Each of these types of housing works as a 
three-dimensional puzzle piece. And all together they fulfill the geometry of the 
given shape as in a Tetris game, leaving in the section core, three hollows that 
work as condors located at the first, third and fifth levels, The final result is a 
housing assemblage whose distribution refers directly to Le Corbusier's Unitd 
d' Habitation, Besides, on the last two floors of the building there are courtyards 
through which natural light is permeated into the apartments and corridors, 

The hollows and materials in the two facades state the duality of the 
infrastructural and the urban context mentioned before, without revealing the 
complexity of its inner heterogeneous typology. 
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OFIS ARHrrtKTl 






ace Apartments 


Architecture Design/ii : GFtS ARHITEKTT 
Project Architect/^ p-i-ii Rok Oman, Spela Videcnik 
Location Slovenia 
Area /mi floor 1,200m 2 
Photograph/ £11^; Tomaz Gregoric 


The location of the apartment block is in the centre of Nova Gonca (population 32 r 000) - Nova 
Gorioa is situated in the west of Slovenia, adjacent the Slovene - Italian border. II lies 92nT above 
sea level. The town has also very specific climate conditions - rt is renowned as the hottest town Sn 
Slovenia in summer and also has very strong winds in winter* 

The city with its climate, vegetation and way of living has Mediterranean character, 
where external shady space has high, importance. Therefore the client demand was 
to design rich external spaces of different characters. Studying the different external 
spaces that existing houses in the area have we proposed types such as: balcony 
and terraces - both opened and covered with roof or pergola, loggias that are closed 
from the side and fully or partly glazed and fences of different characters - transparent 
with glass or metal fence, full and of different heights. Many balconies have integrated 
cupboards for storing external furniture. Using all this traditional elements apartments 
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gain different characters that are more exposed or intimate and that offer 
opened or partly enclosed views, Using the elements building reinstates three- 
dimensional lace which embraces its volume. 

The fixed urban plat of the building had to be orthogonal block 48m x 16 m x 5 
floors. Clients brief was also clear with apartment's sizes and typologies that 
actually are simple and repealed, Over this simple structure the second skin of 
terraces provides each apartment different character and possibility to buyer to 
choose the one that responds to his lifestyle. 
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OFIS ARHrFEKTl 




ose Garden Islands 


Architecture Design/ OFIS ARHITFKTI 
Project . Architect Rok Oman, Spela Videcnik 
Location /JfijS:. Slovenia 
Area/nffE: IS^OOm 3 


The project is located in the prominent green residential area of Ljubljana just on the 
edge of city centre. The mein request was to develop 100 quality housing units with 
terraces surrounded by green. 

3 Islands- elevated terraced villas 

The concept proposes three enclosed islands starting from layout of typical house with 
garden in the area 

Apartment village is formed from individual houses with gardens and furthermore 
imposed on top of each other. In this way, green parterre is elevated on the upper 
floors. The islands are hexagonal shape, therefore there is no guidance, but floating 
in space. Housing units are arranged in 4 floors with inserted apartment volumes in 
between slabs. The arrangement creates terraces between volumes and possibility for 
apartments to be opened on three or four sides. 

The height of the islands lowers towards the south creating terraces and therefore offers 
light, views and sun to the living units. Green area around buildings is formed with small 
hill-islands with trees and greenery. 






Apartments-levelled houses 

Since apartments have external entrances and are oriented on three or four 
sides they actually work like one family house with attached garden, lifted on 
different levels. Each family house unit has cross ventilated airy space and sun 
exposure. 

Materials are wood, glass and concrete. Extensive green will be p re^ planted on 
terrace edges. 
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ARTEC Architekterr, Bettina Gotz and Richard Manahl 









Architecture Design ARTEC Architekten, Bettina Gotz and Richard Manahl 

Project Architect/ [fj tMBL'M : Michael Murauer, Gerda Polig, Anna- Maria Wolf 
Location Bratislava, Slovakia 

Arca/.W,: site 47,1 10 m 2 / building footprint 19,1G4 it/ / net floor 85,670m/ 


The total site for Spark in its final form equals over 240 hm 2 . It is located on the edge 
of Bratislava, by car, around 15 min, distance from the airport. The site borders the 
highway D1 leading from Bratislava to the northeast of Slovakia. In the near future the 
highway will be widened and a new exit will service the site of Spark, Very close to 
the site of Spark will be the planned ring of Bratislava the D4. The economic growth of 
Slovakia in general enhanced by foreign industrial investments in the neighbourhood 
has initiated widespread development in the area. Low-density housing borders the site 
to the north and southwest while further low-density development to the north is about 
to be built. With the planned infrastructure and industrial expansion the expectation is 
that this area will grow considerably in the coming years. 

With the current developments surrounding the site the transformation from rural to built 
land is already well on its way. Agricultural land retreats step by step making way for 
small and larger individual projects, in most cases villas. This is happening, here and 
in many other places in Slovakia, without any greater structural planning, Therefore 
the new development is heavily depending on existing infrastructure. This dependency 
on the city and existing roads adds to already heavy traffic jams. While the area Is 




SO 






Section/MffiSf 


growing, no investments are made in the public domain creating a void in basic 
public services areas such as schools, health and culture facilities etc, Spark's 
ambition is to break through this piece meal develop meet by creating a whole 
new center right at the heart of this transformation from farm land to city. 

Spark is not an extension of Bratislava but a city in its own right with all the 
diversity in program and services a city should contain. Together with the 
suburban development and the existing vi If ages, this new city could grow to 
become in size comparable to many other self sufficient cities in the country 
outside of Bratislava. 

Although the final layout of Spark will occupy land on both sides of the highway, 
the heart of Spark is planned on the north side in the area dominated by Ciema 
Voda, or Black Water, It runs from the bottom of the Small Carpathians through 
the area. The major part of the plan consists of development in high-density. 
Spark, In other words, is a development with clear urban quality combined with 
large public spaces serving not only the new center but all the housing and 
villages around It, 

The project will be developed in several stages the first two stages are worked 
out in a master plan, The first stage of the project involves the area to the north 
around the river. The second stage is located around the highway." 
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ARTEC Architekten, Bettrna Gotz and Richard Manahl 






errace House Tokiostrasse 


Architecture Design ARTEC Arehitekten, Bettina Gotland Richard Manahl 

Project Architect/J35@'^if[iliTS: Michael tvancsics, Ronald Mikolics, Heinrich Btichd, 
Helmut Lackner, Michael Murauer, Lena Sehacherer, 
Burkhard Schelischansky, Irene Verne, Ivan Zdenkovic, 
Location / Vienna, Austria 

Area/^i site 3,549m J / building footprint 2,485m 3 / gross floor 14,859m 3 
Photograph/ M1&: ARTEC Architekten 


This typology is capable of assimilating the zoning restrictions, the superimposition of 
the actual site results in one wing oriented to the west, with double-story loggias as 
a buffer to the street. On the east side, and oriented toward the center of the site, the 
"stack" typology is put to work. Coupled with the second wing r which is oriented to the 
west, it gives rise to a sculpted courtyard space - its specificity originates in the various 
ways the individual terraces are planted. The orientation and spatial termination of the 
different apartment types provide protection from one another's prying eyes. 

To the south and north, the wings running along the property lines and enclose the 
courtyard are only two stories high (the first and second stories). These apartments 
block, neither the neighboring buildings' sunlight nor their view, and the building massing 
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has been modulated r to arrive at small-scale structuring. 

The ribbon of planting at the center of the complex is linked to the streetacape 
Via the Open ground floor zona. The sculptural building massing is articulated to 
provide the apartments with s pronounced southern orientation. Every apartment 
has Its own adjoining outdoor space - each potentially a compact garden. In 
addition, the residents have access to the roof surface atop the west wing, with 
its green teirace, swimming pod and sun deck] the playgrounds on terraces are 
situated at “mid-lever, and the ground-level courtyard is a recreational area and 
playground, as well. 

A playroom faces the courtyard; another double-story, multi-purpose room Is 
located on Hie first floor. A wine cellar with earthen floor rounds out the shored 
spaces. Trees were planted ‘m part of the courtyard, and the entire space was 
landscaped. The garage- s skylights also double as seating and i I luminaires in 
the courtyard. All apartments are cross-ventilated: the kitchens and bathrooms 
receive daylight and have natural ventilation, 
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Allford Hall Monaghan Morris 




delaide Wharf 


Architecture Design Allford Hall Monaghan Morris 
Project Architect/ Allford Hall Monaghan Morris 
Location London, United Kingdom 
Area/ffi&J; gross external H.SOOm 2 
Photograph /MM: Tim Soar 





Adelaide Wharf is a pioneering mixed tenure housing scheme comprising 147 new 
homes and 650m* of workspace, Located on the Regents Canal in Hackney, a key 
regeneration area of London, First Base has created sustainable, adaptable and well 
designed homes set within a safe environment with communal facilities for all residents. 
Whilst the private apartments overlook the canal the social housing element enjoys 
views over the expansive park to the south and beyond to the city skyline. 

The six storey block wraps around three sides of a landscaped courtyard defining the 
edges of the city block, and the two street elevations have colored entrance courts lined 
in glossy vitreous enamel cladding panels punched through between streetscape and 
courtyard, linking into the circulation cores in each corner, They emphasize the break 
in the block at street level and frame views of the garden from the streetside. Graphics 
and the strong color give each entrance a clear identity and address, Enclosed stair 
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lobbies, post-boxes and concierge’s facilities for the housing above are located 
to the side of these entrance courts. The cores take up the shift in the building 
grid at each corner., and the break is used to provide a full height slot window 
from lobby glazing up to a roof lighL maximizing daylight in the circulation, and 
providing views into the landscaped courtyard from each lift and stair landing. 
The ground floor is a smooth engineering brick base., taking up the changes in 
level as the road climbs towards the canal bridge. Recesses and projections 
on the ground floor create a series of events on the street, with colored doors 
acting as a contrast to the brick, 

The courtyard at the heart of the scheme is a shared garden for use by the 
residents, the landscaping providing a focus when viewed from above and from 
the street, Simple use of geometric lines relating to the facades, circulation and 
lines of movement through the site create a variety of smaller spaces for the use 
of different groups of people for resting or playing in the space simultaneously. 
These are formed by lines of hedges and trees delineating different simple 
surface finishes, 
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Allford Hall Monaghan Moms 
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arking Central 


Architecture Design/ Allford Hal] Monaghan Morris 
Project Architect / JrJl [ I ||j ,:f [ pili : Allford Hall Monaghan Morris 
Location/ JlihSt: London, United Kingdom 

Gross External Area/^htd^OTl: Rope Works 14,000m 31 , Bath House 6,278m 3 , 

Lemonade Building 9,54 lm 3 h Axe Street 3,361m 


Photograph /jSiiiii: Tim Soar 


Barking Central is one of the most successful regenera bon projects in the UK. II has revitalized 
Barking town centre with a large mixed-use scheme of 7 new buildings including a new Learning 
Centre, over 500 residential apartments, a. 66 bed hotel, a bicycle shed for 250 bikes, 0 retail units, 
3 cafe, a new town square and an arboretum. 

Delivered in two phases over 9 years, Aloud Hall Monaghan Moms (AH MM} masterptenned and 
designed the buildings overcoming many challenges to create a scheme that symbolizes the 
regeneration of this Thames Gateway town. 

Officially opened in September 2007, Phase I of the development inducted the creation of the new 
Barking Learning Centre with over 250 apartments above and a public square, located opposite 
the existing Town Hall. The key construction challenge was the retention of the original 1970s 
library building and the design of a new concrete frame and transfer structure built over library to 
support the new housing above. Phase I was delivered four months early and withrt budget. 
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As with any large scale regeneration, the scheme feced challenges that were overcome 
with a positive attitude towards finding solutions and tine successful working relationships 
with a complex client group including local authority . community organizations and 
developers. Despite the protracted programme and the difficult procurement process, high 
quality design remained central to the whole team's ambition of what could be achieved. 
The quality and innovation throughout the scheme prove that pubiic/private investment 
can work with the right team in place. 
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KOSMOS 
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Architecture Design/ : KOSMOS 

Project Architect/ Ott Kadarik, Villcm Tomiste, Mihkel Tuiir 

Location/!*!! I; : Old tawn, Tallinn,, Estonia 

Area/ffflfi: 4 f Sl7m :I 

Photograph / Si : O . Kadarik , P, Ulman 


KORTERMAJA 



The 5-story apartment building is situated on the edge of the medieval old town 
of Tallinn, II is not dominant from the street level, nor does it seem too high in the 
surrounding context. The dynamic mass of the building is situated in the northern and 
western side of the plot. In connection with some old historically valuable buildings, il 
creates an environment of small interconnected units, characteristic to the architectural 
whole of the old town. Every apartment has a large terrace, bringing private house 
typology into the very center of the city. The ground level opens to the street as an 
active shopping space. 

The construction of the building is a combination of reinforced concrete and steel 
frames. The non -supporting walls are finished with natural stone tiles, making the 
building visually smaller, white alluding to the surrounding stone houses of the old town. 
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The timber-dad terraces and the horizontal surfaces of the overhangs link the 
apartment block to the neighboring wooden house, while decomposing the 
building's volume into a variety of spaces. It is an inner-city landscape house of 
different qualities, 
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Architecture Design/ 513® Lr: KOSMOS 


Project Architect/® Ott Kadarik, Villcm Tomiste, Mihkel Ttitir 

Location/ffM; Laagrt P Estonia 
Area/im 2,6 }&m* 

Ph otograph / £1 > !# ■ Q . Kad arik 


The three buildings forming the group of apartment houses offer a living quality 
characteristic to private houses with its private and very environment-bound apartments 
on the outskirts of the city. All the rooms on the ground floor open straight to the 
courtyard, the first floor flats have balconies hanging over the common garden and 
the apartments on the second floor have 100 m 2 terraces with wooden floors like large 
skylight extra rooms. There are very many different apartments in the buildings in order 
to form an enriching symbiosis of many different people and life styles. The buildings 
form a strong whole with the garden. The projecting volumes of the staircases along 
with the whole form-concept of the apartment- blocks echoes from the folded landscape 
of the common inner courtyard. Triangular shapes with wooden barriers make a great 
space for playing children. A perspective garden with apple-trees, playgrounds and 
places to sit wili be built beside the plot to make a universe friendly environment with 
the nearby apartment houses and row houses. 
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Magem Arquitectos 




SOCIAL HOUSING 


Architecture Design it ■ Magen Arquitectos 

Project Architect/Jill^i^^Dtp: Jaime Magen, Fco. Javier Magen 

Location/ Spain 

Area/ M • : 6,546. 1 Om 2 

Photograph : Jesus Granada 



The origin of the project starts from the analysis of the connection between public and private 
spaces. Planned in the regulation as a city block., the organization is defined for the pre- 
existing building on the south and the new building, with a “IT shape plan. The definition of 
the interior public space is able to generate connections with the pre-existing buildings in 
the surrounding and to provide with attractive transition spaces. It also improves housing 
conditions, limited due to their social character, giving them an external space of access, 
meeting and gathering. 

The building is located at the south urban edge of Tauste, which is situated 50km away 
from Zaragoza. The project avoids the direct dialog in a formal way with the closest 
out of context surrounding - the site borders at the north with a green space, at the 
south with housing buildings, at the east with an industry zone and at the west with the 
access road from Zaragoza and the municipal sports centre. The interior public space 
establishes connections with the adjacent spaces to get an appropiated integration in 
the place. 

With the purpose of dealing with the urban character of the interior of the city block two 
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restrictions are proposed: the first one is to (it the garage of the semibasement floor 
in the same width as the other floors, renouncing the allowed highest occupation, in 
order not to reduce the dimensions of the public space; the second one is to free a 
big porch at the north side, under the building, which relates the interior space with 
the pre-existence green space. This opening, together with the openings situated at 
the west and the south of the site, the trees and the urban furniture, helps understand 
the interior of the block as a public space. 

The project also had to respond to the topography of the site, with an important 
slope between the beginning and the end of the block, and to the programmatic 
and economic limitations, which are common in this kind of development. The 
determining factors of the project - the economy present in the material election 
and the adaptation to the slope - are converted into the formal arguments of 
the bulding by means of an abstract language based on horizontal leveled black 
and white strips. This composition, which arranges and brings together the 
different openings of the housing units, gives a certain horizontal dynamism to 
the volume of the block. The detail between the building and the floor is resolved 
with panels of white limestone. 
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j. MAYER H Architects 





OH 3 -Apartmenthouse JohannisstraBe 


Architecture Design/ J- MAYER H. Architects 

Project Architect/-';;! i ^ juergen Mayer H,, Hans Schneider, Wilko Hoffmann, Filipa Frois Almeida 

Location/ ; Berlin, Germany 
Area/;’lJ^ l: total floor 3,037m" 


Property development group Euroboden is building a unique apartment house at 
Johannisstrabe in Mitte, Berlin's downtown district. J. MAYER H. architects’ design 
for the building, which will soon neighbor both Museum Island and Friedrichstrasse. 
reinterprets the classic Berliner's Wohnhaus with its multi-unit structure and green 
interior courtyard, The sculptural design of the suspended slat facade draws on the 
notion of landscape in the city, a quality visible in the graduated courtyard garden and 
the building's silhouette and layout. Plans for the ground floor facing the street also 
Include a number of commercial spaces, 

The generously sized apartments will face south-west, opening themselves to a view 
of the calm, carefully designed courtyard garden, Spacious, breezy transitions to the 
outside create an open residential experience in the middle of the city that, thanks to the 
variable heights of the different building levels, also offers an interesting succession of 
rooms. The units' varying floorplans and layouts indicate a number of housing options; 
condominiums are organized into townhouses with private gardens, classic apartments 
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or penthouses- with a spectacular view of the old Fried richstadt. The integrated 
design concept, which incorporates everything from fagade to stairwells, 
elevators to apartment interiors, promises a unique spatial and living experience 
with an eye to high design. 
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J. MAYER H. Architects 
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onnenhof 


Architecture Design/®^ iSi 'r J. MAYER H, Architects 

Project Architect /^PjSJSCIJifi: Juergen Mayer H,,. Jan-Christoj^Stockebrand, Christoph Emenlauer, 

Jens Seiflert, Max Reinhardt, Christian Paimke, Jesko Malkoim Johnsson-Zahn 
Location/ Jena, Germany 
Area/LftilR: total floor 10 ? 000m a 


Sonnenhof consists of four new buildings with office and residential spaces. Located 
on a consolidated number of smaller lots in the historical center of Jena, Germany, the 
separate structures allow for free access through the grounds. Their placement on the 
outer edges of the plot defines a small-scale outdoor space congruent with the medieval 
city structure. Its outdoor facilities continue the building's overall design concept past the 
edges of the lot. The planned incorporation of commerce, residence and office enables 
a small-sectioned and flexible pattern of use that also integrates itself conceptually into 
the surroundings. 
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C F. M ©Her Architects 




inderup Park 


Architecture Design/ fftiftl&th C. F. Mailer Architects 
Project Architect /lUSmlip; C. F. M oiler Architects 
Location/ ftk.U: Aarhus, Denmark 
Area/ [Ilifi housing 8 t 2G0m 2 / commercial 1.500m 2 
Photograph /fill:#: Julian Weyer, Helene Hoyer Mikkelsen 


Located next to the western ring road of Aarhus, Flndemp Park is a new mix-use 
complex with 92 housing units and 1500 m z commercial space 3t ground level. The 
design is a dense, urban duster-a city within the city-with many levels, passages, 
atrium-gardens and planted terraces surrounding the spacious common courtyards 
inside the plot., where social interaction can unfold. 

The 4 storey complex aligns with the surrounding context in height, and shifts in levels 
adapt to the slope of the adjacent ring-road. Inside, a main passage links all accesses to 
the apartments, and terminates in a broad stair to the ring-road. The passage serves as 
an internal pedestrian street and combines a series of vistas through various courtyard 
spaces and openings. 

The layout of the development is complex and unusual- The 92 housing units are diverse, 
and ail receive sunlight in the course of the day. They all feature generous balconies or 
terraces, oriented towards the inner green courtyards, The complexity and density of the 
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inderup Park 


Architecture Design/ 3|j?tiRfeh C. F. Mailer Architects 
Project Architect/ilSMSalfip : C, F, Mailer Architects 
location /HilM: Aarhus, Denmark 
Arca/ifrifU; housing 8 r 20Qm 2 / commercial ljSGOnrV 1 
Photograph/ £J';h: Julian Weyer, Helene Hoyer Mikkelsen 



Located next to the western ring road of Aarhus, F inderup Park is a new mix-use 
complex with 92 housing units and 1500 m 2 commercial space at ground level. The 
design is a dense, urban cluster-a city within the city- with many levels, passages, 
atrium -gardens and planted terraces surrounding the spacious common courtyards 
inside the plot, where social interaction can unfold. 

The 4 storey complex aligns with the surrounding context in height, and shifts in levels 
adapt to the slope of the adjacent ring-road. Inside, a main passage links all accesses to 
the apartments, and terminates in a broad stair to the ring-road. The passage serves as 
an internal pedestrian street, and combines a series of vistas through various courtyard 
spaces and openings. 

The layout of the development is complex and unusual. The 92 housing units are diverse, 
and all receive sunlight in the course of the day They all feature generous balconies or 
terraces, oriented towards the inner green courtyards. The complexity and density of the 
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scheme makes the special sequences inside the development varied and exciting. 
The variations in the atriums include raised terraces, and surrounding building 
heights between 3 and A stories. They are shielded from the surrounding 
streetscapes by large, partially frosted, glass screens to the north and south, 
which let the light through but dampen noise Jevels, 

The urban character is especially clear in the Facades along the ring-road r which 
have a clear motive of rhythm and variation, and a pronounced entry point 
with stairs that underline the site's sloping terrain. The light rendered facades, 
and the repetitive glass-panels suspended in front of the balustrades, create a 
simultaneous sense of openness. 

The apartments' balconies have sliding shutters, to allow various degrees of 
privacy and shading. The size and sheltering of the covered terraces means that 
they function like an extra outdoor room in conjunction with each dwelling unit. 
The development has a total of 20 different housing typologies, ranging from 
small flats of approx, 55m 2 ca, up to approx, 97m J , and including 8 maisonettes. 
The various types are aimed at an equally diverse array of tenants, including 
students, singles and families. Parking spaces are located in an underground 
car park, covering the entire building footprint, This means all circulation and 
ground-level spaces are free of vehicular traffic. 
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Denmark 






ousing+ 


Architecture Design/ . -V'iTl i : C. F. Melkr Architects 
Project Architect/ /: C, F. Meller Architects 

Location/ Aalborg, Denmark 


Area/lfrjSi: 7,400m* 

Photograph / fc !/ : jCGI} C„ F. Meller Architects 


The Housing* concept sets the ambitious target of a zero -energy housing scheme, 
which also includes the tenant's primary household energy consumption. The complex 
will thus be 100% relying on renewables, 

Central to the project is the use of integrated energy-design to generate the concept 
of tomorrow's housing, producing more energy than it consumes. This is achieved 
by optimizing the inherent passive gains of the main volume, and shaping it to take 
advantage of the orientation and potential for active solar energy-collection. The 
project's building mass is therefore deliberately overstepping the prescribed zonal 
masterplan envelope, to achieve economical sustainability through a better balance 
between the initial building costs and the necessary investment in renewable energy 
sources, something which many existing masterplans do not take into account. The 60 
units take the form of a sloped volume, from 12 to 4 storeys, creating a large south- 
facing roof-plane, ideal for solar energy, and just the right size to supply the housing 
units, This optimized shape also creates a landmark silhouette, prominently positioned 
between Aalborg’s bridges. The extension of the roof underlines the dramatic shape 
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of the building, and the entire surface of the roof becomes the building's power 
plant using both solar ceils, solar healing and a combination of the two. 

The housing is built to passive-house standards, ensuring reduced energy 
consumption for heating and hot water supply, which can thus be covered by the 
solar array and heat pumps operating on fjord water temperatures. A 3 meter 
wide by 12m s tail highly insulated water-tank is integrated to store the generated 
energy during daytimes. The 1 s 20Gm ! sdar array produces sufficient power io 
cover the annual 1740 Kwh electricity demand of each unit, a total of 1 04,400 
Kwh. The building need not be connected to an external CHP, 4 vertical low- 
noise wind turbines take advantage of the windy location for additional power 
generation, and to recharge electric cars The Jury report highlights the project 
among other things, as "a radical proposal, which by deliberately overstepping 
the planning regulations raises important issues about how existing and future 
masterplans can or should enable otvsfte renewable energy generation, at a 
scale to achieve true zero-energy schemes," 
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ORDLYSET 


Architecture Doign/^^tSif: C. F. Metier Architects 
Project Architect /Jill! If-lsOT-;; C. F. Mailer Architects 


Location /.ili;. 1 /.!: Copenhagen, Denmark 


Area / jfffft { : 1 1,000m 2 

Photograph/ Torben Eakerod, Jorge n True 


The Nordlyset residential block on Amerika Plads has been designed as a part of a 
larger general development plan for the area around the harbour of Sondre Frihavn in 
Copenhagen. The visions for the plan arose out of a joint project between Copenhagen 
Port, Copenhagen Municipality and the well-known Dutch architect Adriaan Geuze of 
the architectural firm WEST 8. 

The basic idea of the plan is to create a new urban district with a sufficient density to 
give the impression of being in a genuine and vital city, where people both live and work. 
One of the models for the plan was the Hombaekhus housing block in Copenhagen, 
designed by the architect Kay Fisker, A prerequisite of the plan was that an artist should 
be involved in the project. 

Nordlysel is a six-storey, white-polished block which forms a clear, angular and smooth 
"body" in the densely built-up block district. The facades are broken by protruding glass 
panels in light colours, mounted at right-angles to the facade alongside the balconies. 
The principal idea of the building is represented by the interplay between the heavy, 
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precise, srooot h forms on a n urban scale and the crystalline, ban sparer^ crisp £f jTOg;$;H 33 g|i^ fT it — ^ S S BE ft iM ^ S£ ^ &ri£ IK ffi “T & X tN tti 

glass panes on a more human and personal scale. The block’s physical ’’twisf "TUti^PSi W. #^ft— 

and displace me nts are moreover specifically determined by its place in the ^^B^ftifrftHornbaekhusfi^liS^ SSSOTKay Fiskersifei+JKL it 5 lift 
general plan and by the passage of the sun across the sit®, so as to secure the U *? #■* 

best possible light and view for the residents. htordlyset^ &M— iS£ ft Strife 

The western facade of Nordiysef forms an outdoor wall in the new Amerlka 7— 1^1 7#E, “lEET* □ 3iffilli|5>&£P0£&^7i!!!iLtjfti£ 

PJads. Many people pass by here, including those on their way up and down to 1 WHS®, ®EJK5M£i+ft3t5K 

the underground car park, cafe guests in the reborn Freeport Station building, fell, ffM, tSGffi. 3icj& , 

and commuters travelling between 0sterfcro Station and the nearby DFD 3 ItslMft I "tM" 

terminal. The Nordfyset facade is bisected by an archway In the northernmost 
pert whfch provides access to a staircase/lift and the planted courtyard in the 

interior of the block. The building is recessed by the archway to allow room NordlyserXjH S WSUMfitt^Amerike PladsifelSft— S1£MS. 

for the complex’s cate on the corner. The cafo Is located so as to create an ^Il§T^ft F i'sqp or * StationA45ftl!ll)4tlH'l' fsiS^ftsterbro^ili 

opportunity for social contact as a contribution to the ge nera 1 1 ife on the square . APfttfrft DPDS^t ^ 8’J' . IP£ ££ & i£ M , ^ .1 1 M ft ^ I ' 1 tO ff 7 M 

The facades are smooth, white and polished, and are quite consciously intended pit, SWRfiiHSn 7 — 

to underline tie impression of a solid building body To support foie impression, the ^ £§ gf & ft it v$fk Jl$ th 7 ^ N ■ 7" $3 c #£- ft it , N ft 4i 

tsalcanias r a ve been "dug" out of the heavy form like holes in a surface. The balcony 7 jsjf , ^ #)R-4± E Mh 1 ^ $? ft Jlft M H * 

recesses are also staggered in a bond-like pattern - again to emphasise the surface f h ^ M & 4 ft . W-'M M. t£ il 7 M it fell . ft i&if ^ $= M IP M tt 

ffiTAmsrikaPLadsfiNordLysetJgffiEiaT+*«®S^fl'*«*l*«Tlirt-^ 'ft± - -&. Kfi|*M*i£4ft*J5*rt. 

m^Sendre Frihavnitfttt*«ift-»tf. 15ft »A. 
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STERBROGADE 105 


Architecture Design/ C, F, Miller Architects 


Project Architect/^! C. F. Moller Architects 


Location /Ife^: Copenhagen, Denmark 

Area/ffli^l: 5,70Qrii a 

Photograph Torben Eakerod 


(Zfsterbro Is a middle-class area close to Copenhagen city centre, situated just north of 
the lakes which divide the medieval town from the city of the industrial age. Seen from 
the air, 0sterbro is a typical residential district from the end of the 19th century. The 
area is densely built up, with large, closed blocks 5-6 storeys in height. The architectural 
expression is very homogenous. The surfaces are mostly of red brick, with bays in 
sandstone, or painted surfaces. The bays are equipped with many reliefs and curlicues, 
with the windows placed just a couple of centimetres inside, contributing to the typical 
motifs of the time. The buildings possess a certain graciousness that makes CJsterbro 
an attractive residential area. 

The development 0sterbrogade 105 was constructed on one of the few vacant sites 
in the district, where a car dealer formerly had a multi-storey building which was not 
deemed worthy of preservation. In the solution of the task, it was very important to us 
to establish a dialogue with the distinguished surrounding buildings, one of which was 
designed by one of Denmark's best architects of the day, Anton Rosen. 
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0sterbrogade 105 is intended lo be a contemporary, modern concent ration 
of the building mass. The heavy brickwork that rounds off and concludes the 
block stretches along its entire length above a light glass wall which encloses 
the tall ground floor. The contrast of the heavy surface floating above the light, 
tall glass facade gives the building a touch of modernity and an unexpected 
base. Towards the sky, the building expresses a narrative on the classical 
compositional principles. Here, the building's substance is accommodated, 
concluding at the top in a dialogue with Ihe neo-Renaissance attic windows 
of the neighbouring building, thereby creating terraces without changes in 
materials or a banal penthouse solution. 

Into this surface, the new. modern bays are inserted like large eyes upon the 
world. The residents can thus step out from the surface and capture the lines 
of perspective of the street. The bays are serially staggered in relation to each 
other. Their internal architectural relations represent not just an architectural 
variation, but also a diagonal displacement of the plan solution within the 
apartments. The necessity of bringing the light from the south (i.e, the terraces) 
well within the bays created an unexpected dynamic between the rooms. The 
movements in the sloping surface culminate in the bays, while the plan is simply 
divided into four zones. Here you can choose for yourself where you wish to 
sleep and spend your waking hours. 

Bslsrbroffe KJ1— 1 £»&tRT|5 >N> Mffi ft 

tSiSSMiasTisrwjb^. ai^m*. iSiftESts-i-tsitae*# 


0st e rt>r<s ms® s n asise^s ft— s* £±fc_t— a 

SMSStiS#. 

n*. *«*«*&- 

urs. switjw? . 

a^ijrp Antcn Rosfln^itSSW. 

ea83U37gffliM#*S#J. AttfeJtMfl 

P7siwra, 

tt. »« 

£7S£, 

#ss. aLft^oB. ttfc-RRAessBicsasitttw*®. 

«m«*h jKsssnt-fcttise. 

S!S»* 

yj&IW (tttnSfel ttffiJtB&ASJBatBiSIB. *fe#lfng 

ti, sai*fg6M®#H>jiij»*ra-7Ka, 

ffieewi&w. 


119 







120 










Ptan/^E:® 


Se-cLion/^ilirf-^l 



C F. Miller Architects 
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Architecture Deaign/5$lf[iiiif r C. F, Mailer Architects 

Project Architect / , 71 i C. F. Mailer Architects, Christian Carlscn Arkiteklfirma 


Location/.^,'.'.?.: Aarhus, Denmark 
Area/ iW,: 3 f 000nri 
Photograph/ fH6$: Julian Weyer 


Many towns in Denmark have centrally located industrial silos; most are no longer in 
use. but continue to visually dominate the local skyline. This is also the case in the town 
of Leg ten north of Aarhus, where the former sib complex has been transformed into 
a ’rural high-rise 1 , with 21 high-quality residences composed as individual and unique 
’stacked villas 1 . 

They are an alternative to standard apartments or to detached suburban sprawl, and 
are a mix of single storey flats and maisonettes, meaning that even the lower levels fully 
get to enjoy the views, and that no two flats are the same, 

The actual silo contains staircases and lifts, and provides the base of a common roof 
terrace. Around the Lower, the apartments are built up upon a steel structure in eye- 
catching forms which protrude out into the light and the landscape - a bit like Lego 
bricks. 

This unusual structure with its protrusions and displacements provides all of the 
apartments with generous outdoor spaces, and views of Aarhus Bay and the city itself, 
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Sectional UBS 


Simtlarty, every apartment enjoys sunlight in the morning, mid-day and evening, 
whether placed to the north or south of the silo structure. 

At the foot of the site, a new Village centre 1 is created, with a public space 
surrounded by a mix-use complex with shop$ s supermarket and terraced 
housing, and a green park containing small allotments for the residents. 

The nature of the silo's ‘rural high-rise 1 remains unique - since it is a conversion, 
no other building in the area can be built to the same height, and it will remain a 
freestanding landmark. It is an example of how the transformation of redundant 
structures can hold the potential to both give a new identity, and introduce 
density to suburban outskirts. 

The body of the silo is deliberately left visible on the side of the building facing 
the new centre, to ensure a continued legibility of the history of the site, and 
to acknowledge that these types of structures have an equal validity as rural 
hfsiortcai markons as do for instance the church bell-tower or historic windmills. 
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bito Apartments Greengate 


Architecture Design / bdp 

Project Architect / Id '[ i*?": Jijr: Gavin Elliott t Jasper Sanders 
Location Manchester t United Kingdom 


Photograph David Barbour, Marline Hamilton Knight 


In order to test the livability of the apartments a full sized mock-up was constructed in a 
nearby warehouse, and then trialled with various focus groups, with an overwhelmingly 
positive reaction. 

Once the design of the apartment had been signed off A bito set about looking for a 
site. The one they found was a beauty f Set within the Greengate area of Salford, just a 
stones throw from the Manchester-Salford border, and the City's commercial heart, the 
site was part of the Greengate regeneration area, which was itself being developed by 
Ask. Network Rail and Saifond City Council, 

The triangular site lies just three minutes walk from the city centre, with its triangular 
point baking back towards Manchester Cathedral. Our building pushes the apartments 
to the edge of the site, creating an urban block, and allowing the inner space to become 
a covered semi-external residents courtyard, containing the building's main vertical 
circulation ( as well as 24hr concierge, bicycle racks and post boxes ). Standard fiats 
run down the 3 long sides of the plan, while the comers accommodate larger 'Abito plus' 
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apartments, The apartments are accessed from a series of walkways which run 
concentrically around the inner edge of the courtyard. 

The building was built to a tight budget with the emphasis placed on a 
WYSIWYG approach to materials and technology. Concrete has been left as 
struck, floors painted and metal galvanised. The idea was to create a very 
honest, paired down, 'punky' aesthetic, where the generous spaces, and the 
building's soft form provide a counterpoint to the low-tech materials. 

Great emphasis was also placed on prefabrication, buildabilty and speed of 
construction. The apartments were constructed in reinforced concrete using 
a modular tunnelform system, The central utilities pods were prefabricated in 
Germay and lifted into place, The balconies were also constructed off site and 
craned into position at the rate of one every 15 minutes. Similarly the tented 
canopy which provides the residents courtyard with weather protection was 
craned into place on a single (windy) Sunday afternoon. 
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bito Apartments Salford Quays 


■chi Lecture Design/ gUffi jgi* h BDP 


Project Architect /J'ili-iffHlJrp: James Birkin 
Location / : Manchester, United Kingdom 
Photograph /££{&: David Barbour 


The new Abate residential development at Salford Quays is the second generation of 
BDP’s design for compact living. 

A refinement of the first, multi -award winning Abilo building at Greengate, Manchester, 
the Salford Quays scheme enjoys a waterfront location on the site of a former dock 
warehouse. The 12 storey 50m high building commands stunning views of The Lowry 
arts centre, The Imperial War Museum North and Old Trafford football stadium as well 
as Manchester oily centre and the hills beyond, 

The original Abito concept maximises space and minimises cost through smart design. 
282 of the 290 apartments at Salford have their own generous balconies and follow the 
same one-bed ‘pod 1 approach of Green gate ■ with the living and sleeping spaces cieady 
divided by kitchen and utility island in the centre of the unit. 

The one-bed apartments also feature the fold-away double bed, extensive built in- 
storage and other practical space-saving features. But one extra benefit enjoyed by 
Abito Salford Quays is the presence of a full size bath in addition to shower. 
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Typical C PlartfC^llS 


Also, at Abito Salford Quays, there are eight apartments with their own 
spacious, private terraces. Two of these are studio flats, the other six being two- 
bed apartments featuring separate sleeping, dining and living areas. These 
apartments are located on the south-facing side of the building with views of 
the quays, whereas one-bed flats on the north-side enjoy direct views of the 
Manchester ship canal. 

The exterior design has been influenced heavily by Salford Quays' docks and 
industrial heritage. The interior courtyard is covered by 1250m/sq tensile fabric 
canopy suspended at top of the building and anchored by nautical-style masts. 
This horizontal 'sail' not only allows courtyard to 'breathe', it also lets residents 
see the skyline around the dock and experience gentle misty clouds of water 
spray when it rains. The docks theme is also reflected in the stepped nature of 
the apartment balconies, reminiscent of the stacked cargo containers that once 
dominated the adjacent quayside. 

in addition to the large-scale industrial design aesthetic that informs much of the 
Abito 's structure and appearance, the actual construction of the building is itself 
based on mass-scale and uniform production methods. Prefabricated bathrooms 
were manufactured in Europe before being shipped to the UK and installed by 
crane into each apartment shell. The balconies were specifically designed to be 
easily clipped on to the building's exterior via a simple slot and pin’ method and 
the windows of the (290) apartments were pre-glazed and installed as 3.6m 2 
unitised panels 
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ger architects Sd rooms Architects 




ohngarten Sensengasse 


Architecture Design /HifliStb Josef Weichenberger architects fit rooms Architects 
Project Architect/ij' : i Stefan Fussenegger, Friedrich HfihJe* Martin Mostbdck, 

Sandy Fanek, Stefan PfcfTerle* fries Stan dhartin ger, 

Mark Steinmetz* Johann Posch, Patric Arlach, 

Conrad Bauer. Katrin Bernsteiner, Daniel Doldt, Benno Wutzl 
Lacation/itk.i!.t ; Vienna* Austria 
Area/M: build 3*0 50m 2 
Photograph /IMS: Lisa Rastl 


The arrangement, structure and conception of these buildings create great variety and a 
combination of residential types with different open and green spaces such as floor, roof 
and fagade gardens on the one hand and the optimal amount of illuminated fagade areas. 
The treetops along Sensengasse are "close enough to touch" for many of the apartments 
and create protection from both dust and noise at the same time. The algorithm of the 
formal concept is based on the sequential staggering of 2 floors which are b rough I 
together to form a unit on the one hand and the spatial intertwining of anguiar-shaped 
elements. 

The alternating forward and backward bounds in connection with the opening of the 
construction create the effect of spaciousness and intricacy of design which make 
it possible to bring light and air deep into the building. In this way, smaller B-types 
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SeclWtfflll 


can also be exposed and "^pointed through 11 . The modularity of this system, 
when consistently applied, enables a high variability in the configuration and 
amalgamation of the individual apartments to be achieved, and that in all three 
dimensions - side by side, behind one another, and above each other in the 
form ol maisonettes. In the end, it is exactly these irritations of the system which 
disintegrate the structure s large form and bring it to fife. 

Furthermore, there lies an additional quality due to the interesting views made 
possible through Ihe exposed perimeter. The apartments are arranged so that 
between 3 and 6 apartments can be entered on each floor with a central, but still 
naturally illuminated, staircase which creates interesting views and light effects 
through the various indentations 

The "point-house 1 ' is to be found in the park and has been designed in such a way 
that the apartments demonstrate various sizes and combinations. Among them 
are single-storey and maisonette types which are suitable for differing generations 
as well as loft apartments in various sizes. 

Great value has been placed upon the creation of private greenery in the form of 
twostorey integrated gardens as well as hanging facade greenery. The roof areas 
are allocated to the apartments below by means of roof gardens, terraces and atria. 
Furthermore, it is planned that there shall be green areas on the roofs of the 
buildings along Sensengasse available for common use. 
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First Root Plan/— -F id lU 



Standard Floor Plan/#®)! 5 ! 2 ®® 
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LAN Architecture 





72 


Collective Housing Units 


Architecture Design/S&ifUfc LAN Architecture 
Project Architect/ilfrf Benoit JaH on, Umberto Napolitano 
Location /tfe; ! X: Quartier Terrea Neuves, Begles (33), France 
Area/lftlff;: 6 f 500m 2 
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The project's richness and major interest lie in the possibility of inventing an urban 
lifestyle set in a highly experimental framework enabling the affirmation of new 
ecological and contemporary architectures, The diversity of architectural propositions 
and communal and private spaces had to ensure and enhance this specificity. 

The first stage was to sculpt' the volumes in order to exploit their urban potential and 
intrinsic spatial qualities. We directed our research towards a hybrid typology combining 
the house and the apartment, 

The principle underlying our approach was that of stacking containers, and careful 
study of habitat modes, climatic conditions and the sun's trajectory throughout the year 
suggested the way to organise this. The project's column-slab supporting structure has 
a system of lightweight fa fades providing ultra-high performance insulation levels. 

The relative narrowness of the buildings dictated a strategic search for compactness. 
The idea of variable compactness introduced the notion of a housing unit's adaptability 
to seasons and times of day. All residents have the possibility of using their exterior 







Typical Plan/J*'I3.EB 


space as a windbreak, a mini-greenhouse or, conversely, as a means of 
cooling or ventilating. The morphology of each unit stems from the wish to 
develop housing units enabling a variety of uses very simply and with no 
extra technological input. We are therefore proposing cross-building units with 
adaptable exterior spaces and at least two different orientations. 
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tisselhstudioarchitetti 





Architecture Design/ tisselli&tudioarchitetti 

Project Architect/ "'i.i li filippo tisselli architect, cinzia moudello architect, 
filippo tombaccini architect 

Location Cesena, Italy 

Arca/lftffJh site S.SSim 2 / gross door 7 n 174m J 

Photograph/ tisseLlistudioarchitetti 





The atm of the project was to revitalize a dismissed industrial area with a residential 
building. The challenge was to work within the parameters of good design and a low 
budget to provide the city with quality architecture while respecting the commercial 
space requirements of the client. 

The resulting project provides a substantial architectural impact with respect to the 
smaller buildings of the area that are characterized by a broad range of building styles. 
The decision to use a traditional structure allowed the architects to focus their design 
energy on the details and the finances on finishing material, which afforded the pursuit 
of innovative design, The complex characteristics of the site required a comprehensive 
and functional solution, taking into account the slope of the lot. The resulting building is 
composed of superimposed layers, developed longitudinally. 
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Each 'layer 1 has a specific designated use; the first level is reserved for parking* 
the second level contains more parking in addition to outside living space, and 
the remaining levels are dedicated to the 2& residential units. A system of ramps 
and pedestrian walkways unifies the structure and provides pedestrian and 
vehicular access to all levels. The elevation integrates with the surrounding area 
while maintaining a strong architectural Identity. Wide balconies run the entire 
length of the building to emphasize the horizontal progression of the structure 
while providing access to the rear residents units. As a play on depth, two 
bands enclose the structure in a unique graphic gesture, providing order to 
an otherwise fragmentary facade and serving as the identifying symbol of the 
building. 

In short. It is deep overhangs that characterize the building's front: the 
articulation of interior spaces is therefore completely free of the constraints 
that can result from the positioning of openings in the facade. This imparts the 
advantage of being able to make even significant plaroi metric variations during 
the project's execution ; without compromising the final aesthetic result, 
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MANUELLE GAUTRAND ARCHITECTURE 









olaris Apartment building 


Architecture Design MANUELLE GAUTRAND ARCHITECTURE 

Project Arc hitect / lijj P T i )i| : Mamie lie Gau trand 

Location/ France 

Area/lffit: 9,000m 3 

Photograph / ; Philippe Ruault 


Although this programme concerns social housing and facilities in the north-eastern 
suburbs of Rennes -100 flats plus a community and sports centre for neighbourhood 
associations - the goal was to implement high quality environment solutions. 

The site plan shows three separate buildings set north-south and Interconnected at 
ground level by the community and sports centre, which lies perpendicular to them.. 

The elevations of the blocks of flats differ depending on the direction they face: few 
openings to the north, where the bedrooms are; a lot to the south, for the benefit of day 
and living-room spaces. The south front also features cantilevered loggias, which in 
winter pre-heat the air around living rooms. They are glazed like winter gardens, and 
besides improving comfort they add extra floor-space. Their glazed partitions can slide 
wide open In summer. 


154 






IrUrJ Q ^ H 

□ m dQ mi 

3 m 

m 



m dl^b 

JJ □ 0 °™ 

□m^! m|2| 

ffla Dg Eg 

loud m aci0 

jo mym 

ms □□ jJ^ 

□ □ D 

l'- “ •“ TT" 1 1 1 1 

|yj5^ *3 QL nriirn^S 

B ng offl m am 

m □ □ □ □! 

nJ non 

-J □□ m 

^fiiiin) ^ - 1 Hlfl 


[□a D |iJ- 

□ □ |Jj 

DDDCO 


□ 


ma 


□ □ 



Bpase ; faii»»itrsdb«ss5»E. e^ioo*gfif.7c, i-KtE *»£,'« 
i-t»W+'L', TMXimtt. -eiEM— tfflfl 

SaSJtffiEffllfiWi, 

dtaa^ne. sit* 

&SK: grBSTSftffiSft. aitAfiBfiiai. £?h S®&t£^®SS 
was. afc£s»w»6^tttt!t*#£*js£ais, iEfl5Hr*±fciB8 
t^s*r^sa. n«bis**±»$tm. ttii^ftwaATSsi 
<p m. i&£«vstmaej*a« 7 -fr«^teSfim rae±WKi® 
r ais^rw^^ff. *jE7^rt^jsuiAjfen«i* 



155 




156 




157 





158 




159 



Henning Larsen Architects 




he Wave in Vej le 


Architecture Desiga/E^ixLh Henning Larsen Architects 
Project Architect/^ ti Li! Henning Larsen Architects 
Location/:*! 1 ' 1 ,’,: Vejle, Denmark 
Area/®!: 14,0QQm J 
Photograph/;';^: Thomas Melvig 


The Wave in Vejle is a new unique housing and with its sculptural and organic forms it 
will become the new landmark of Vejle. With the magnificent location overlooking the 
promenade and the bay the characteristic building both respects and challenges the 
potential of the area. 

During the day the white waves are reflected in the sea and at night the characteristic 
profile will look like illuminated multi-coloured mountains. The building has 140 attractive 
apartments many with two-story house plans, all with a wonderful view. 

The Wave is inspired by the characteristics of the area: the fjord, the bridge, the town 
and the hills. The dear and easily recognisable signature of the building connects the 
residential area with the sea, the landscape and the town. 
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3+1 architects 




oidula apartment building 


Architecture Design/ 3+1 architects 
Garden Design/ tfEltllifitl": atelier le balto 

Project Architect / -TtJj k ] tf : Markus Kaasik, Andres Ojari 1 Tlmar Valdur, 

Merjer Mutirisepp 
Location/ Tallinn,. Estonia 


Area/ii(it,P: renovation 694 . 3 /extension 1,267.7m 2 
Photograph Kaido Haagen, Arne Maasik 


Building is located dose to the Kadriorg park, one of the most important and historical 
green areas in Tallinn. Currently the socially and historically rich district is developing 
quickly into prestigious living area. The residential buildings along Koidufa St. date from 
different periods and it has caused the chaotic structure of the street, 

The building is composed by the old renovated part and the new wing, which is in place 
of the old courtyard wing. Covered passageway connects the new wing to the existing 
building. The aim was to keep the courtyard and Le Balto office (Berlin) is designing a 
private garden there, it is possible to see the depth and beauty of the plot also from the 
street. 

The room structure of the apartments in the older part is changed, creating new 
connections through the floors. The new wing situates along the border of the plot and 
it opens only to the courtyard garden. The house could be divided into three linear 
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First Floor Plan/ 



sections, The first section opening only to the garden contains stairs to the 
apartments as well as terraces of all apartments. In the middle section there 
are living zone along with the bedrooms, the third section along the plot of the 
border contains so-called servant zone - kitchens, bathrooms, saunas and 
connections inside of the apartments. 
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bevk perovit arhitekti 




ousing Pilon 


Architecture Design/ f|iRi#i I' ' bevk. perovjc arhitekti 

Project Architect/® 9 Matija Bevk, Vasa Perovic, Davor Po&vas ek, 

Natas a Sprah, Ida Sedus ak s Ana Ceiigoj, Andrej Mercma 
Location/ifei-v Ljubljana, Slovenia 
Area/lfejtS-!: floor ll,500m s 
Photograp/fijr!#: Miran Kambic 


Housing Pilon stands in an unusual location, on the site of an abandoned quarry next to 
main Ljubljana ring road. The remains of the quarry previously appeared as a 'wound' in 
the natural landscape with an old, lime-kiln building made of stone in the corner of the 
site, which was protected as a cultural monument. The question was how to position a 
new large housing complex in such delicate surroundings, how to preserve the quarry and 
design the housing as new landmark related to the highway passing right next to the site. 
The location was treated sensitively. The rock wall was preserved, protected against 
crumbling and planted with greenery. 140 apartment units were structured into a 
complex of two separate buildings that are further divided into two slabs connected by 
communication cores. 

The internal structuring of the complex follows the idea of 'condensation' of the city 
condition vertically: smaller, single person units are positioned in the lower part of the 
buildings. They are followed by duplex apartments which are organized as patio villas 
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Site PLan/E-^iiilS 


around open, double height courtyard 1 spaces, Luxurious smalt penthouse 
apartments are built on top. These different typotogies are clearly visible on the 
facade, yet the overall image of the complex appears homogenous. 

The complex is In - tune with the silhouette of the hill anti is simultaneously 
paying a kind of 'homage' to the former quarry but at the same functions as a 
eyecatching landmai*'. a strong orientation point on the Ljubljana ring road. 
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ocial Housing Poljane 


Architecture Design/ tTwSif: bevk perovic arhitekti 

Project Architect/ ItFjQ If SfC-'JiT: : Matija Bevk, Vasa J. Perovic, Jemej Bevk r Spela Jerin, 
And rej Mercina, Mitja Zorc f Sanj a Skrinjar 
Location/ Jill jfr: Maribor. Slovenia 
Area/ifti^L total floor 16 t 5QOm J 
Photograp/jy 1^: Mi ran Karri bit 



Social housing settlement Poijane is located near a busy crossroads on the outskirts 
of Maribor. It consists of four buddings (2 slabs + 2 lowers), a total of 130 social 
apartments. Project - limited with the existing rigid urban plan of the area, which had to 
be followed to a dot - replaces the missing exterior public spaces with collective areas 
inside the buildings. 

Vast empty spaces - public 'rooms' - are carved out of the volumes of the blocks and 
designated for public programmes. This spaces are either covered - designed as 
covered open-air playgrounds or open - as roof gardens oriented towards the sun. 

The apartments, arranged around the central communication core are of a standard 
typology, but their individuality is expressed with colourful balconies, inserted into the 
apartment plans. The balconies appear in different positions on the Fagade and work as 
accents which give the whole settlement a dynamic character. 
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Sflclion/£ir§i 3 S 


The section of the block is also readable on the facade The stacking fields 
of undulated cement facade panels mark the apartments while the smooth 
horizontal belts mark the floor plates. The choice and appearance of facade 
materials follows the industrial character of the surroundings. 
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tudent Housing Poljane 


Architecture Design bevk perovie arhitekti 


Project Architect/ Matija Bevk t Vasa J, Ferovit, Ana deligoj, Ursula Oitzl, 


Davorin Podvas ek 


Location Ljubljana, Slovenia 
Area/[Q]Fli total 13,000m 2 
PhotogTap/^#: Mir an Kambic 


Student Housing project by Bevk Perovie Arhitekti is a building on the edge of Ljubljana 
city centre, near the river bank, comprising of 56 dwelling units for students of Ljubljana 
University, 

It is a building of high programmatic clarity - a series of public programs ■(spaces for 
teaching, communal living and leisure) are concentrated in a horizontal transparent 
base - while series of student living units hover above in two stabs. 

Student units are organized around central service cores containing bathrooms and 
kitchen/dining rooms, which appear on the elevation of the buildings as huge openings 
- windows like 'eyes', overlooking the street. Adjoining student bedrooms are, in turn, 
screened from the street by series of folding panels in aluminium, intricately perforated, 
protecting private lives of inhabitants from the street bustle. 
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HAMGNIC + MASSON 






Apartments and Medical Centre 


Architecture Design HAMQN1C + MASSON 

Project Architect/ 1® Gaelle Hamonic. Jean- Chris tophe Masson. 

Marie-Agnes de Bailliencouit r Christiaan Weiler 

Location / M .'vA: France 
Area/®??: floor 4,200m 3 
Photograph /IsEJijT: Herve Abbadie 



The project finds itself at the heart of the AUC's redevelopment project for the 
CourtilliSres quarter, both physically and politically. Giving back to a troubled 
neighbourhood several public facilities (medical centre, dentist, chemist) and rehousing 
a neighbouring dilapidated 1960s housing project, the budding represented a 
commitment to urban rebirth. 

Defined by the duality of its programme, the building provides an important dialogue 
between public and private, where the housing is enriched by the presence of the 
medical centre, and vice versa. Their coexistence Is put into evidence by the game of 
peek-a-boo created by the courtyard at the heart of the building, giving chance views 
into the inhabitants' daily life and social interactions. 

The medical centre, located on the ground floor, acts as a continuation of the street: 
spacious, well lit and welcoming, with a glazed facade. Emerging from this public 
podium are the housing volumes, distinguished by their dark metal cladding and 
generous balconies. 
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HAMONIC + MASSON 




Student Apartments 


Architecture Design f HAMONIC + MASSON 

Project Architect/ J| ;: • lit- ■ ! r:: GaeJle Hamonic, Jean-Christophe Masson, 
Julien Gouiric, Cedric Bregeot 

Location / : F ranee 

Area/ nffU: site 726m 2 / gross surface l t 720m ,! / rentable surface l,126tn J 
Photograph Nerve Abbadie 


While climbing the steep and bustling road of Menilmontant the student residence 
slowly reveals itself in a series of paradoxes: deeply rooted in the context of the 
Parisian apartment block, it also stands out as something unexpected and intriguing. 
The strict street alignment imposed by planning regulation is punctured by a two-storey 
porch, bursting with color and light, begging the viewer to look deep into the heart of the 
Parisian block where a hidden world awaits: two nows of former workshops, rehabilitated 
into 16 toft apartments, a street-like space between. 

The spatial connection between these workshops and the porch, accentuated by a 
topographical shift, provides a vibrant outdoor gathering space for the students. Here, 
a consistent approach to color and lighting is established thatlhen continues to each 
of the floors, giving life to the circulation zones. The beige of the surrounding buildings 
has been answered in the street facade by an ever-changing pattern of reflections, 
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light and tone through the use of reflective stainless steel shutters, aluminium 
louvers and an iridescent render. The various forms of sun-shading devices act 
as a peephole into the student's lives: who is at home, who is studying, who is 
sleeping. 
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Architecture Design /®5E& ii 'i dmvA 


Project Architect/ David Driesjen, Tom Verschueren, Hans Verbessem, 
S^cha Bratkowaify 
Location /.tlls^: Mechelen, Belgium 
Area/ 111 6,500 m J 
Photograph / Frederik Vercruysae 


The vanishing of the school functions on the CDO site created the possibility to realize 
a new input of living in the centre of the city. The development of the Lamot site led 
to an increase of importance to the Begijnenstraat, being the opening of the cultural 
axe between the new museum, art centre nOna and the cathedral St. Ftombouts. As a 
logical result of this development the area is now devoted to housing. 

The apartments are realised in two volumes, divided by an inner-area, oriented on the 
cathedral. 

The volume at the Begijnenstraat is built in between two houses, and responds to the 
opposite convent, Lorette. The varying cornice heights In the street are reflected in the 
apartment building. The height is linked to the height of the house at the Vismprkt. 
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OUSING 137 


Architecture Design/ iMiSth H ARQUITECTES 

Project Architect/ Devid Loren tc, Joscp Ricart, Xavier Ros, Roger Tuda 
Location/ JUi : Catalunya, Spain 
Area/ HP; 1,086.05m 2 
Photograph / ■ Starp Estudi 



The special plan of placa of l'esgl£sia of Gran oilers tries to recover the paper of the 
seat in the set of the old helmet of the city. Gur parcel Is key in the consolidation of this 
centralidad, because it occupies the space that gives the continuity to the Barcelona 
street and connection with placa of the Porxada, 

The three facades are based on a single skin that, by means of the continuous treatment of 
the stone and the shutters of the openings, unifies the volume and consolidates the dominion 
of the plenary session on the emptiness characteristic of the historical center. A basaltic stone 
has been used that by its porosity and texture constantly changes of color and reflection 
according to the different environmental humidity degrees. In addition the inscriptions to 
letters give a personal and human face to tie building. Mobility changing the shutters that 
appear and disappear fopen and they are dosed) materialize in facade the Inner life of 
the huilding. Altogether the building reflects the passage of time and transmits an organic 
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atmosphere , it is of panel type VI ROC of cement and wood fiber that has a color and 
texture very similar to the one of the stone but much lighter and it holds the impacts 
of opening and to close. 

When it is closed the contraventana is in the plane that the stone and disappears 
in the modulation of the ventilated facade. The only exceptions in this dark 
treatment and massive uniform will be the ample openings of the commercial 
premises in ground floor and terraces that, dealt with wood, generate great 
cavities that emphasize in facade the inner distribution and give relief and volume 
for negative building. The tipologfas are based on the continuity between room 
and cooks by day in V creating an only space that crosses the building a great 
emptiness that relates to the two facades and the two directions and that end up 
boring form of the facades. 
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UNStudio 





ive Franklin Place 


Architecture Design/ UNStudio 
Project Architect / M |-3 OTP; Ben van Berkel 
Location USA 
Arca/im^ 1 1 ,568m 3 

Visualisations Archpartners 2006 


Located in the Tribeca Historic Cast Iron District in Downtown Manhattan, Five Franklin Place 
will be the first major American building by internationally admired Dutch architect Ben van 
Berkel of UNStudio,The building will rise 20 stories, offering impressive panoramic views of 
the Hudson River, East River and Manhattan Skyline. It will contain 55 homes. 

The building will boast a dramatic, highly decorative exterior inspired equally by the applied 
metal facades of Tribeca's 19th century cast iron architecture and such contemporary 
sources as couture fashion, with its dramatic seams and construction techniques. Gleaming 
black horizontal ribbons of metal will wrap the facades, twisting and torturing into Functional 
elements — balconies, terraces, and sunshades — and framing views from within the 
building. Van Berkel s horizontal geometries are integrated into the residences of Five 
Franklin Place, where space is configured to allow the maximum amount of interpretation by 
those who live inside and key fixtures are custom-designed and streamlined to emphasize 
the great horizontal planes of windows that offer views of the city and bring light indoors, 
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The entrance to Five Franklin Place is located on Franklin Place, one of the most 
historic and atmospheric passageways of Downtown. 

Five Franklin Place will have three distinct residence types, each with its own unique 
aesthetic, materials palette and special features. Duplex Loft Residences occupy 
floors 2 through 7. 

City Residences occupy floors 8 through 18. Sky Penthouses are duplexes that 
occupy the top floors of the building. On the building’s sub-grade, residents will enjoy 
a private fitness area featuring weight room, wet spa with mosaic tiled steam pavilion 
and sauna, Pilates and yoga room, and other features. 

Interiors al Five Franklin Race will be executed through a unique collaboration with 
the contract division of renowned Italian design manufacturer B-&B Italia, which 
has engineered and will install an array of highly customized fixtures and features 
designed by Ben van Berkel tor the building. 
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ast Village Lofts 


Architecture Design/ Bercy Chen Studio 

Project Architect/® @ Fred Hubnik, Thomas Bercy, Calvin Chen 
Location/ USA 
Area/ IB 2,60 lm J 

Photograph/^ 'f&i Ryan Michael 


Located in the Revitalization District of East 11th Street, this vertical mixed-use project 
will become unique focal point in a quickly growing neighborhood. The project includes 
11 retail stores and offices, £0 residential condominiums, and rooftop decks accessible 
by all residents. The unique solar screen is just one of the many aspects of the design 
that contributes to the 3-Star Green Building Rating. 

The design of the building incorporates modest materials in creative and dynamic ways. 
The entire ground level is full height glass mounted in front of a steel structure. This 
gives the illusion of the entire building floating on cubes of glass. To further enhance the 
visual lightness' of the building, the entrance to the site is under a long span steel truss 
that supports 2 stories of residential units across a 65ft span. The upper south and west 
facades are shielded from the hot Texas sun with a multi-faceted colorful steel panel 
screen which double as a shading device and guardrails for the residential balconies. 
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East Village seeks to capture the diversity of the neighborhood by developing a 
dynamic and creative environment for its residents, combining retail shops and 
small commercial offices with residential units on the upper floors, On the fourth 
floor are two green roofs; each with a wonderful view into downtown, 
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Brooks + Scarpa 
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* j ..... I Architecture Design/ Brooks + Scarpa 

Project Architect/JrliS^ijTlfrli: Lawrence Scarpa, Angela Brooks, Gwyrme Pugh. 

Chris Ghatak, Ching Luk t Silke Clemens i 
Vanessa Hardy, Heather Duncan, Stephanie Ericsan, 
Casey Carruth-Hinchey 

Location USA 
Area/ lltffP.r total 4, 48 7 m 2 
Photograph /Jfejij'Sh Marvin Rand 


Broadway Court is a new bright spot for Santa Monica. Breaking the stucco box mold, 
this 41 ’Unit affordable family housing project located in downtown Santa Monica, GA. 
Broadway Court distinguishes itself from most conventionally developed projects in 
that it incorporates energy efficient measures that exceed standard practice, optimize 
building performance, and ensure reduced energy use during all phases of construction 
and occupancy. The planning and design of Broadway Court emerged from close 
consideration and employment of passive solar design strategies. These strategies 
include: locating and orienting the building to control solar cooling toads: shaping 
and orienting the building for exposure to prevailing winds; shaping the building to 
induce buoyancy for natural ventilation; designing windows to maximize day lighting; 
shading south facing windows and minimizing west-facing glazing; designing windows 


ROADWAY COURT 
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to maximize natural ventilation; shaping and planning the interior to enhance 
daylight and natural air flow distribution. While California has the most stringent 
energy efficient requirements in the United Stated Broadway Court incorporates 
numerous sustainable features that exceed state mandated Title 24 energy 
measures by more than 30%. 

The building is loaded with energy-saving and environmentally benign or 
"sustainable* 1 devices, Materials conservation and recycling were employed during 
construction by requiring all waste to be hauled to a transfer station for recycling 
The overall project achieved more than a 75% recycling rate. Specifying carpet with 
a high-recycled content, insulation made from recycled newspapers, and ali-natural 
linoleum flooring also emphasized resource conservation. The project also uses 
compact fluorescent lighting throughout the building, insulation made from recycled 
material and double-pane windows. Each apartment will be equipped with water- 
saving du a! flush toilets and many other energy conserving devices. 

The building also includes other environmentally friendly materials including 
a building skin partially dad with recycled aluminum cans formed into building 
blocks. This required state approval to work with a local recycle center to 
fabricate and obtain the custom pressed blocks En addition, the project fs 
designed to incorporate a rooftop hydronic solar panel heating system, which 
will be implemented in a second phase to minimize the client s initial costs 
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ofts at Cherokee Studios 


Architecture Desij^i/.Fj^i^ih Brooks + Scarpa 

Project Architect / 3f[ £! fti Ijifr; Lawrence Scarpa, Stephanie Erics on, Angela Brooks, Silke Clemens, 


Joshua Howell,. Ching Luk, Charles. Austin, Gwynne Pugh 


Location/ife^: USA 
Area/jflifi [■ total 2 ,973m J 

Photograph/ rli kh- : John Edward Linden,, Tara Wujcik 


Cherokee Mixed -Use Lofts is an urban infill, mixed-use, market-rate housing project 
The building is inspired by "Perspectivity,” the series of paintings by the British artist 
Patrick Hughes, whose paintings appear to be ever- changing and physically moving 
while being viewed, At Cherokee the main architectural feature of this project is the 
building's owner-controlled operable double fagade system. By allowing the occupant 
to adjust, at will, the operable screens of the building fapade, the facade is virtually 
redesigned live” from within the space, reflecting the occupants of the building within, 
in real time. The screens also enhance the existing streetscape and promote a lively 
pedestrian environment. By visually breaking up the fagade into smaller articulated 
moving elements, the building appears to move with the passing cars and people. In 
effect, it becomes a live canvas to be painted upon daily or more often. Like many 
features of the building, the fagade is multivalent and rich with meaning, performing 
several roles for format, functional and experiential effect. 
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The perforated anodized aluminum panels of the building create an 
ever-changing screen that sparkles in the sun and glows at night, while 
simultaneously providing shade to cool the building, reducing noise, enhancing 
privacy, and still allowing for spectacular views, great natural light and ventilation 
from ocean breezes which pass through its millions of perforations even when 
all panels are closed. The material reappears as a strategic arrangement of 
screens on the east*, west- and south-racing waifs, lending a subtle rhythm to 
the exterior circulation. South-facing screen walls filter direct sunlight that lends 
unexpected visual depth, while creating a sense of security for the occupants. 
Enhancing the structure's geometric texture, the irregular array of moveable 
openings variably extrudes from the building's surface, Its unique architectural 
form and integrated function creates a high-performing building that is an 
expression of the people who live there and the environmental and cultural 
context in which it is built. 

Cherokee is the first LEED (Leadership in Energy and Environmental Design) 
Platinum (pending) Certified building in Hollywood and is the first LEED Platinum 
Certified mixed-use or market rate multi-family building in Southern California, 
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Brooks + Scarpa 




tep Up on Fifth 


Architecture Brooks + Scarpa 

Project Architcct/Td3N®S[:JiVr Lawrence Scarpa, Angela Brooks, Brad Butcr, 

Silkc Clemens, Ching Luk, Matt Majack, Luis Gomez, 
Omar Barcena, Dan Safarik, G wynne Pugh 

Location /ilt USA 
Area/lfiiflL total 2,936m 3 
Photograph/?' f-Ti John Edward Linden 


Step Up on Fifth is a bright new spot in downtown Santa Monica. The new building 
provides a home, support services and rehabilitation for the homeless and mentally 
disabled population. The new structure provides 46 studio apartments of permanent 
affordable housing. The project also includes ground level commercial/ retail space 
and subterranean parking. The density of the project is 253 dwelling units/acne, which 
exceeds the average density of Manhattan, NY (2000 USA Census Bureau Data) by 
more than 10%. 

A striking yet light-hearted exterior makes the new building a welcome landmark in 
downtown Santa Monica, Custom water jet-anodized aluminum panels on the main 
fapade creates a dramatic screen that sparkles in the sun and glows at night, while also 
acting as sun protection and privacy screens The material reappears as a strategic 
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arrangement of screens on east and south-facing walls, lending a subtle rhythm 
to the exterior circulation walkways and stairs. South-facing walls filter direct 
sunlight with asymmetrical horizontal openings that lend unexpected visual 
depth while creating a sense of security tor the emotionally sensitive occupants. 
Enhancing the structure’s geometric texture, the irregular array of openings 
variably extrudes from the building’s surface. 

The small-scale elements on the fagade enhance the existing stneetscape and 
promote a lively pedestrian environment. By visually breaking up the fagade into 
smaller articulated elements, the building appears to move with the passing cars 
and peopie. 

At the second level above the retail space two private courtyards provide 
residents with a secure and welcoming surrounding while connecting directly to 
5th street and downtown Santa Monica via a secured stairway integrated into 
the building storefront at street level. Community rooms are located on every 
other floor of the project overlooking the private courtyards protected from the 
street. These community rooms along with the private courtyards serve as the 
principal social spaces for the tenants of the building. 
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a Vinci Residential Towe 


Architecture Design Pascal Arquiteetos 

Project Architect f : T\ ii 31 j>i llrp : Carlos Pascal, Gerard Pascal 

Locattem/H$: Mexico 

Area /If# 3 : 1 6,650m 2 

Photograph Sofocles Hernandez 


This condominium tower includes 38 apartments. The service areas include a multi- 
purpose room, paddle tennis court, open swimming pool at the roof garden, lounge, 
SPA with a two lane lap-pool, jacuzzi, restrooms, dressing room, and a balcony with a 
fantastic view to the gardens. 

Each apartment has 3 bedrooms, all with bathroom and a walk-in closet, dinning 
room, living room, family room, full kitchen, service room; resulting in two types: one of 
272 61 m z and the other of 268.99m s 

All facade covering elements are hanged, attached with screws or staples, making 
them completely detachable. All these creates a thermo-meteorological acoustic barrier 
and in consequence this is very energy efficient building. At the same time, this system 
facilitates fagade maintenance and replacement and a convenient access to hydraulic 
and sanitary installations that go through along the perimeter of the building. 
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All of the residual water is treated and re-used in garden watering, car wash, 
and toitete.This building also comprises intelligent systems regarding access 
control, dosed circuit, energy saving lighting controls and lamps. 
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Pascal Arquitectos 




alileo Apartment Building 


Architecture: Design/ ijijfEifith Pascal Arquitectos 
Project Architect/ TJ; i-! lli flip: Carlos Pascal, Gerard Pascal 
Location,/. fH-.i'I: Mexico 
Area/ M [ : total 1 , 248 .71m 2 
Photograph/fe^: Sofocl-es Hernandez 



Residential building located in Polanco in which its fapade achieves transparency and 
at the same time privacy by combining different crista I . wood and concrete opacities. 
A contrasted dialogue with the sorrounding constructions takes place, setting as well 
a guideline towards the modernity of what should be developed in the future; in the 
inside. ail areas are naturally illuminated and ventilated without being exposed to the 
exterior. The combination of all these elements with the side apparent concrete facades 
and balconies, breaks up and emphasize the building volume rigidity, The back fagade 
follows the same design tendency although with a different construction system. 

The main staircase is also the foyer access of each level to the apartments. Its design 
comes from the translucent effect intention in order to create the building core. The 
loose step design, the cristal screen and handrail, and the solid concrete structure, 
allows light and shadows, increasing the spaciousness sensation. 

The roof is used as fifth facade and common area that includes a pool and sunbath 
area, recreational areas and a gym. 
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Pascal Arquitectos 




ortofino Residential Condominium* 


Architecture Design/ SE j A fifth Pascal Arquitectos 
Project Architect /I'j: lili^IJrp: Carlos Pascal, Gerard Pascal 
Location/;' 1 .. 1 ;: Mexico 
Area/ lie#!: 30,000m* 

Photograph / Ik' i : Jaime Navarro 


Portofino condominium is located in an exclusive residential area in Mexico City, It 
occupies a 15,Q00m ! terrain with deep slopes with 30,000m" of construction. 

This project includes three apartment towers, two per floor, and a common area with 
panoramic views, Also, as a complementary service to the complex apartments, it has a 
club house situated independently from the towers. 

The shape of the towers is symmetrical, like a regular prism, that shows a change of 
material at the middle of its height, displaying at the beginning beige hindu sandstone 
and on the upper section white concrete precast, obtaining a lighter visual effect and 
the urban Integration with the rest of the sorro undig n buildings which are lower and 
coincides with the ground level. 

Each apartment is 450m" containing a living room, a dining room, a kitchen, a family 
room, services area and three bedrooms with bath and dressing room. 

The dub house counts with a ballroom for 350 people, a business center, tennis 
courts, a complete spa, swimming pool, gym, beauty parlor, playground and a small 
supermarket 
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Gilberto L. RodrigUfiz/GLR arquitectos 




uerta del Sol Towers 


Architecture Design /fiiJuiitt: Gilberto L. Rodriguez/GLR arquitectos 
Project Archit*Gt/39(PM^H: Cilberto L. Rodriguez 
Location /ifi Jr j: Monterrey, Nuevo Leon, Mexico 
Area/ TO: SS^OOm 2 

Photograph / Alejandro Rodriguez, Felipe Dorado 


This project, located in a Large development area within the urban sprawl of the city of 
Monterrey, offers a mixed use complex with 300 apartments, 6,Q0Qm ? of commerce, and 
2.500m 2 of offices. 

The intention in this project was to locate the commercial premises in the first two 
levels, facing the Puerta del Sol Avenue, while the offices were located in the third level. 
The body of this premises and offices is detached from the apartment building by an 
inner vehicular circulation. This way, the different areas that conform the complex are 
separated, even the parking zone, 

The first floors of the complex, will lodge the biggest apartments and these will have 
access to the natural garden and the waterfall that's been proposed in the area, The 
arrangement of apartments in the towers, however, was created considering that the 
penthouses would be located the upper levels, while the rest of the apartments would 
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Typical Plan/P 


be placed in the lower levels of Ihe building. The smaller the apartment, the 
lower the level. 

The location of the lowers within the site was determined by phasing of the 
project. The first phase would be the higher lower of apartments, and all of 
the commercial areas, The second phase would be the middle tower and the 
offices. The final phase would be the smaller tower. 

The skin of the towers facade, with it's main material being precast concrete, 
is put loghether by a window pattern based in five different modules, arranged 
randomly to create a certain rythm in the composition. 
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berto L Rodrtguez/GLR arquitectos 




rbania 


Architecture Design/Sijfttxld : Giiberto L. Rodriguez /GLR arquitectm 
Project Architect/ :''' Hv.l -I-L'JiI:: Gilberto L, Rodriguez 
Location/.^’;, Monterrey. Nuevo Leon, Mexico 
Area/jUfR: 1 2,873m' 

Photograph Jorge Taboada 



U rbania is an urban recycling project located in downtown Monterrey. The task was to 
work with a building that used to house the old headquarters of the "Monterrey-New 
York Life 71 insurance company. 

Originally built in the late fifties, this building was converted into a rental residential 
project, with 130 units ranging from 500 to 1 r 65Q square feet each. 

The building underwent an extensive transformation in both its interior and rooftop. Four 
new light structure floors were added over the existing fifteen stories, providing a new 
crowning to the building. 

Levels 1 and 2 kept their commercial use. The rest of the structure and the original 
brick fag-ad es were carefully restored due to the building's architectural value as a fine 
example of mid-twentieth century modern architecture. The character of the building 
was partially maintained by leaving all of the ceilings with the original fifty-year-old 
exposed concrete. 
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In addition to the apartments and commerce, the building contains certain 
amenities such as a social lounge, terrace and fitness center on the 16th floor 
Urban i@ will bring fife back to a largely neglected zone that had slowly been 
abandoned by former downtown residents. It also bets on public transportation, 
since it is located in a pedestrian area dose to restaurants, shops, cafes, and 
bus and subway stations 
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Core Architects Inc 








Degrees 


Architecture- Design/ -h.! : : Core Architects Inc 
Project Architect /lii: f| Charles Gant 

Location /-ti.'.-h Toronto, ON, Canada 
Area/ if ll fH: total gfa S.GGOm^ 


This boutique residence, steps ’from Queen Street West, 12 Degrees is an 11 storey/ 
90 unit structure inspired by the collective creativity of Toronto's Grange neighborhood, 
including the Frank Gehry's revised Art Gallery of Ontario (AGO) and Will Alscp's 
Ontario College of Art and Design ( OCAD). 

Intimate in size but awesome in energy, tall limestone piers create a rhythm the mimics 
that of the antique house-fronts up and down the street. 

The fagade starts its climb to the 11th storey tamely enough, with five two -storey 
townhouses . The unusual and dramatic play with residential volumes distinguishes this 
residence from other downtown projects. A glassy four-storey horizon of condominiums 
canters 12 Degrees off the building's north-south axis. It corrects the orientation to 
the street, going upward in a sequence of great stacked blocks that are roofed with a 
terrace and seasonal swimming pool 

The development also introduces 2 and 3 bedroom suites,, offering the opportunity for 
families to live in the vibrant downtown core of Toronto. The complex has 10 3-bedroom 
suites and 20 2-bedroom suites providing for more than singles and couples to live in 
the heart of gallery and dub district, 
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Adelaide 


Architecture Design Core Architects Inc 
Project Architect/ WI®Tllrfc Charles Gane 
Location /Tlii,^: Toronto, ON, Canada 
Area/ ill#!: total gfa 11,14 8m* 

Photograph Paul Oren stein 



This residential condominium project is 10-storey high and includes 8 sky penthouses, 
24 upper and lower penthouses, 61 new lofts, and 10 modem glass townhouses. The 
120,000 square foot development has been designed with elements at a grand scale 
that refers to the robust unselfconscious early industrial architecture of the surrounding 
buildings. Huge floor 40-ceiling windows and sliding glass doors look out onto spectacular 
park and dty views. The basic 'L' shaped plan of the overall building is a simple armature 
that provides a backdrop for the presentation of a variety of architectural elements 
including concrete shear walls, canopies, and projecting stair towers. 

This project is part of the transformation of Toronto's 19th century warehouse district into 
a vibrant live-work neighborhood. Located west of the needle trade’s famed Spadina 
Avenue on Adelaide Street West, 455 mediates between the simple masonry volumes 
of warehouses and modern glassy residential buildings. The ambition of this project 
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is to make a modern community of residences, new lofts, sky penthouses and 
modem townhouses where the residents share a peaceful protected garden that 
is in the middle of a busy city. We believe that architecture such as this is part 
of a comprehensive environmentally sustainable movement whose benefits to 
the environment supercede many LEEDS certified buildings. Architecture like 
this project at 455 Adelaide Street makes urban living a pleasant experience, 
and encourages greater levels of urban density by demonstrating that a high 
quality life can be lead in a well-designed multi-residential building in the middle 
of the city. 

In this project we strived to bring the same level of design ambition often found 
In single-family houses to the lobby and surrounding outdoor space of this 
residential condominium. This building is formed to provide a protective shield 
around a landscaped atriu m/garden. This peaceful crisply detailed space has 
been equipped to include a stand of birch trees, stone-lined reflective pool of 
water and fountain, and an ambitious sculpture garden. 
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Core Architects Inc 





Architecture Design/®fti.£ih Core Architects Inc 
Project Arehitect/JtliHSjSlIifl.: Babak Eslahjou 
Location / fiil}T: North York, ON, Canada 
Area/lfrfT: total gfa 1 1,520m 2 
Photograph / fU i;L : Paul O renstein 


The project is intended to resemble a small community or precinct, offering many 
choices for living including suites and lofts in a podium and an 18 -storey tower as well 
as grade- related two- storey town houses. The consequent form appropriately mixes low- 
rise, mid-rise and hi-hse masses on one block, creating a microcosm of the ideal mixed 
community of which it is a part, The distribution of building mass produces a variegated 
array of forms, a simulacrum of the accretive aggregation of forms that constitute the 
physical presence of the city itself. 

Dia has been designed to provide distinctive types of public and private spaces. The 
project is conceived to form an urban courtyard that is both protected by the built form 
and secured for the enjoyment and use of its residents. Landscaped and paved as a 
quiet, restful place, it suggests both a connection to outdoor Jiving as well as subtly 
refers to the ideal cf the restful garden. 

Around this contemplative courtyard garden, there are three types of residential formats: 
townhouses, tofts and a tower The townhouses are from a low edge on the west side. 
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The lofts soar over Lhe courtyard entry and extend to the east while at the same 
time framing the entry to the tower. 

The massing is meant to both blend with the scale of existing houses as well as 
provide for a comfortable pedestrian environment. At the same time, we have 
achieved a respectable urban density of 6.5 GFAR, which if continued in other 
parts of this area would allow for numbers of residents sufficient to support mass 
transit and a variety of other sustainable urban conditions. 
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ast Market Lofts 


Architecture Design /t£L‘ ; £irh Core Architects Inc 
Project Architect /T-fJj H SISK Uti : Deni Poletti 
Locatioa/SM: Ottawa, Canada 
Area/LRjfP: total gfa 32.422m s 
Photograph / tU3£ : Paul Orenstein 


The first large-scale residential development in Ottawa's trendy Byward Market, the East 
Market is a three-phase, 350,000 sq. ft, complex which includes toft-style residences, 
residential flats, a residential tower and Mews-style units, ail sitting above a contiguous 
two- level, be low-grade parking garage. Approximately 400 units range from 500 sq. ft to 
1500 sq. ft and feature premium 10" ceilings. 

The buildings' Phase 1 -11-storey tower (at York and Cumberland streets), Phase 2 -14- 
storey tower (at George and Cumberland streets) and Phase 3 - 22-storey tower (on 
George Street), provides most units with corner glazing to capture maximum natural 
lighting and take advantage of the spectacular views of the city including the Parliament 
Buildings, the Ottawa and Rideau rivers. 

The complex is a modernist interpretation of industrial building design, which is in 
keeping with the market's character. Extensive glass is used in the units to marry the 
interior with the surrounding community. Utilising a large amount of glass permits the 
buildings to come alive at nightfall maximizing the light of the interior spaces. 
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ASHION HOUSE 


Architecture Design Core Architects Inc 
Project Architect Charles Gane 
Location /jfej^E: Toronto f ON, Canada 
Area/lfUR: total gfa 30,657m : 


Inspired by the Fashion District, the local neighborhood historical known for its garment 
design, manufacturing and retail businesses, Fashion House seeks to recapture the 
eclectic and creative energy of the area. The proj'ecl is a unique interface of developer, 
architect community and fashion designers. A ju xta posit ion of business drives with raw 
creativity within a community setting. 

The new residential development concept was themed and designed with the Fashion 
community. Ten of Toronto's leading fashion designers are working with the architect 
and developer on themed public spaces and suites being designed to reflect their 
sensibilities and expression of fashion. Fashion House is rapidly becoming the social 
setting for the fashionista and an expression of "fashion as art". 

Community space and public venues are important to this development. Trying to 
avoid the cloistering effect of urban high-rises, the street level features public spaces. 
Attentive to pedestrian connectivity, public thoroughfares pass through these buildings 
at street level , connecting Morrison Street to the heritage building and King Street. 
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The heritage building is being m used for restaurants with patios and retail. 
Maintaining the integrity of the building, it remains a free-standing building 
connected only by a skylight, at the rear of the building. The retail store front 
on King Street will feature full height glass reducing the visual competition for 
toe heritage building and streelscape, and creating a transparency to the public 
spaces in back. 

Blocks of units are stacked, some recessed, or cantilevered or set perpendicular 
to each other, creating a striking visual interest. The 10th floor, the pool end 
amenities area for residents is a glass enclosed floor, creating the visual illusion 
to the top block floating above the rest. 
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partment in Katayama 


Architecture Design/ MITSUTOMO MATSUNAMI ARCHITECT & ASSOCIATES 

Project Arch itect / □ Mffi. :T; ■ Mi isutomo M atsuna mi 

Location/ Osaka, Japan 

Area/ [[Ml: site 1 lO.SSm 3 / construction 69;97m 2 

Photograph /^M^: Mitsutomo Matsu narni 


As the apartment has 'A room arrangement matching that of the window pattern 1 , the 
part that was once unavoidable has now become a large subject of the design. Taking 
the challenge of a small apartment within those conditions, whilst dealing with a strict 
budget, the Katayama apartment was born. 

The Katayama Apartment is a smalt apartment block built on a site of 11 Dm* and 
consists of 7 stories, 2 apartments per floor and a total of 10 apartments. On the north 
side is located the elevator, stairs and the passage with the basis being a flat plan. 
However. In part there is a high-ceiling maisonette covering 2 floors incorporated like 
stacked blocks. The layout is quite apparent when viewed from the faqade of the south 
side. The sectional structure is reflected as It is in the outline of the fagade, In other 
words, the lifestyle inside the apartment itself designed the fagade. reflecting the intent 
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to Pet the vitality of fife spread out into the landscape of the homogenous rows of 
houses in Katayama. 

In order to realise this facade design, restrictions duo to the evacuation plan 
had to he overcome. Various patterns that would not impose on the balcony 
standard for emergency evacuation were considered and resulted in this design. 
The variation to Ihe cross-sectlorrsi design was brought about by the strategy 
of the business proprietor of How can additional value be achieved'. Shoe 
supply of artide for lease affair in this area meets the demand, distinction from 
other properties and elevated value was an absolute necessity. Since legal 
height restrictions permitted, a high ceiling room was integrated and, bringing 
together 3 plan types and finishing materials, a combination of 10 patterns 
was fashioned. By these means, a space offering both diversity and economic 
efficiency was obtained. It is tease elements which makes the characteristic 
fagade and maintains no apartment vacancies to date. 
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EASTERN design office 




lit Court 


Architecture Design /iMu;S‘i;h EASTERN design office 
Project Architect/I3@S^5f[[li0: Anna Nakamura, Taiyo Jin no 
Location Kyoto, Japan 
Area/ (SHI: site 440, 12m' V total floor S 59. 42m 2 
Photograph/ M'i&: Koichi Torimura 


The essence of this architecture ties in an inner court. The site is at Sumizome, FushimL 
Kyoto. It is a small town with a long and distinguished history, situated south of Tofukuji 
temple, Facing to south, the building is built on a gentle slope. It is a collective housing 
of five stories, Two tenants occupy the front and back side of the first floor. There are 
four units on the second to fourth floor and two units on the fifth floor. 

The site of a Japanese house is generally small and a narrow tot is facing to a narrow 
street. Even in a historic town, it happens that such a narrow street is turned to a main 
street to be the transportation route for cars, then it is no more a place where town 
people had once shared joy of living together. Therefore in our architecture, we make 
the inner living space a place to protect what matters in life. We try to protect sky, land 
and light inside the building. 

In this occasion, we are asked how the way should be that will lead us to an important 
place One's beautiful life shares the destiny with a town. And the first place where 
people encounter the outside world is a path, We, therefore, try to adjust the form of 
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the path to the history of the town, the clients 1 way of living, and the way of 
existence of the town people living there. The resident of the architecture built 
on the basis of such notions declares that this is the way how his beautiful life 
should be. 

We made architecture with an inner court. This inner court redefines how the 
form of “people^ town and path” should be in Kyoto. This inner garden reminds 
us of entering temple precincts, Is the inside of temple precincts a garden? An 
entrance? Is it real or unreal? There is no way knowing It. Is unreal a denial 
of being real, or is unreal a part of being real? We built a vertically stacked 
collective housing on a narrow lot and made a place beyond such senses by 
placing a gaping void inside the building. This is a new characteristic. This 
inner court is not just a so called void, but it has a symbolic meaning which will 
be clarified to the following: (1) Device of the inner court, (2) Form of the inner 
court, (3) A path that passes under cherry trees, (4) Meaning of the inner court. 
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EASTERN design office 



ilia Saitan 


Architecture Design /£t£fEig£i+: EASTERN design office 
Project Architect/ J3I Anna Nakamura,. Taiyo Jinno 
Location/tt!!^ Kyoto, Japan 
Area/]TP : :: site 30 1 82m i / total floor 557.70m 3 
Photograph/ Mjfcf'i : Koichi Tarim ura 


The site is in Nishioji-hachijo, Kyoto. From the main street we enter into a covert piece 
along an alley of 4 meters in width. This construction is a collective housing consisting 
of 11 units. The impersonafity of most segmental housing complexes is completely 
concealed in this architecture, instead it is built to be seen as one big house. 

The architecture is covered with a wall in which holes are cut. The shape of the hofes 
resembles a trunk, leaves, a root and bulbs. It also can be seen as clouds floating 
over the trees. The concrete shape which is based on nature turns into a hollow cave: 
light, and sunbeams filtered through trees. The idea of windows like sunbeams filtered 
through trees developed with the following methods: lined up balconies of average 
collective housing are completely hidden here; there is no balcony for each room; the 
ceiling height of one room is raised; dwelling units are elevated one meter from the 
ground: floor level of entrance and apartments is different; center of the wail surface is 
curved; the center of the fagade of the architecture is sculptured; a curved winding slit 


284 





Section/Ss|®® 




Is made on the curved wall surface; the shape of the holes matches with the 
winding slit the result is one shape of a plan! growing roots undulating from It, 
Since curved holes are mad® on a carved wall surface, it is inevitable that fte 
section of the holes is also twisted. This distortion resembles the shape of plants 
and the organic and free style of nature. The entrance to the house is from the 
root carved Into the center of the front wall. An inner pathway peculiar to Kyoto 
can be found there An inner pathway is a narrow corridor which runs from 
street to street and from tot to tot. We, therefore, designed a building which does 
not take vaguely a shape of a tree, but rather an intense and massive form with 
a hint of movement The lot size is 1 (Jm* 1 9m, This architecture provides an 
answer to how to build a low collective housing in a quiet but dense place. 
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LAN Architecture 




Mina El Hosn 


Architecture Design/ LAN Architecture 

Project Architect Benoit JaEion, Umberto Napolitann 
Location/ J&Jrii: Lebanon 
Area/UHR: 125,000111* 


The starting point of the project was to imagine Beirut in all its complexity. We have 
imagined the city as an 'un-finished' superposition of histories, contexts, architectures 
and situations. Our project was conceived as an interface, an algorithm that generates 
new connections and that creates new view axis, ways of observing the history, the 
present and the future. 

This wish has been traduced in three different approaches, corresponding to the 
program demands as to the diverse scale units of the project. 

1. The topographical / territorial and spatial scenery: the BASIS. The project is located 
in proximity of the Marina and Solid ere district, alongside Omar Daouk and Fakhreddine 
Street, a zone marked by its high-rise buildings. Our answer consists in resolving 
different conflicting elements being the pedestrian flow coming from the port and the 
significant car traffic on Fakhreddine Street, this on top of the height difference of the 
plot, 8 meters approximately. 

2. The continuity of housing typology: the CLUSTER HOUSES, The residential part is 
the most important program unit and without a doubt the most fundamental event of our 
reasoning. We wanted to realise a continuity of typology as to the traditional oriental 
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patio house, with its rich relation between interior and exterior, and this in a 
vertical type of building. We have applied this concept on two levels., the interior 
f scale of the apartment, and the exterior I building scale. 

3. Hyper-con textuality and meta-terrilory: the TOUR. The tower represents 
the central' element of the project, and was envisioned as the most literally 
translation of the idea of a connecting interface, The project is to be more 
than a formal object, it has to override its specificities and become bearer of a 
new meaning. We therefore decided to make use of the primary idea of meta- 
territory, 
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he Centrio 


Architecture Design /$£SHi££i;h ONG & ONG Ptc Ltd 

Project Architect /1'iJJEl ££53] If): Michael Wong (Director) h Aye Aye Naing, Olive Siok 
Locatioii/^jS: Singapore 

Area/ ||L m; site 1,818,10m 2 / total gfa 5,572.402m J 
Photograph/^ I;L: photos courtesy of ONG &GNG Pte Ltd 


The Centrio offers a private space in central Singapore that's just minutes away from 
Orchard Road. Beautiful landscaping envelopes its lobby, immersing residents and 
visitors alike into a world of luxury and comfort. 

Elegantly styled, each unit exudes an aura of lavish living while also maintaining a 
contemporary and comfortable design. The wide balconies grant breath-taking views of 
the city and enhances the living space, 

A lofty deck pod at ground level is ideal for relaxing and watching the world go by while 
poolside barbeque pits create opportunities for evening parties with friends and loved 
ones. For times when solitude is desired, one may prefer to escape to the gymnasium 
for a invigorating workout instead. 
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AKE HILLS 


Arehi lecture Design } ®'i i&th MADiit H $ #J?T 

Associate Engineers/^! hFEcT: Jiang Architects & Engineers {JAB} 

Director in Charge/ Mo Yansong. Qun Dang 

Design Team/t.U ! i -1 k: Xue Yan h Xu Dongxin, Wang Wei, Tang Liu, 

Zhang Jie, Ren Xiaowei, Kristie Park, Dinah Zhang, 
Fernie Lai, Fu Changri, Zheng Tao 
Location /-Jffij '-i: Beihai, China 
Area/inJi site 1 09»203m 4 / building 492 J 369m Hf 


Throughout China's ultra-rapid urbanization, attention has been focused on set-piece 
architecture: opera houses, museums, stadiums. However these would-be icons ere the 
exception rather than the rule. The vast majority of development in China s new cities 
takes the form of residential schemes, often standardized and cheap to guarantee a 
quick return for the developer. Is it possible to build high -density, economically viable 
housing that is aPso architecturally innovative? 

This development is located in the coastal city of Be i ha i. on a long, narrow waterfront 
site. The design concept combines two conventional structures (high-rise towers and 
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long slabs) to create the curved outline in the form of the man-made hills. This 
shape can maximize the views of residents: it also builds up a dose relationship 
with the waterfront and the land behind it. The continuous platform along the 
roof becomes the public space for the residents, with green space, tennis 
ground, swimming pool etc, on top of the man-made hills, Openings cut through 
the structure, allowing sea views and wind to penetrate it, 

A further reference point is traditional Chinese architecture's obsession with nature. 
Rather than setting the building in a perfect, man-made natural garden, our structure 
becomes the man-made natural shape itself: fake hills for the residents to live on. 
The design provides both a high density solution and a new landmark for the city. 
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schmidt hammer lassen architects 




ian Ti Town Master plan 


Architecture Design schmidt hammer lassen architects 


Project Architect/0§MS^H5t schmidt hammer lassen architects 


Location Wuxi, China 
Area/»'J : 760, 000 m" 
Photograph / j§H£ : Adam Mork 


Tian Ti Town Master plan is a visionary new housing development by Sunshine 100 at 
the outer ring of downtown Wuxi. It is a wetland area very dose to the water surface 
and surrounded on all sides by rivers and canals. 

The new city will manifest itself as three islands. This description relates to phase A 
which is the first phase of a larger master plan of two million square metres designed 
by schmidt hammer lassen architects. We have adapted a green approach by locating 
all public amenities within walking distances of each building, minimizing the vehicular 
circulation within the plan. Each building is designed, oriented and placed so that the 
green environment is encircled as mush as possible. 

The characteristic profile of the buildings is a direct consequence of the optimization 
of the individual dwelling according to its location, The zigzagging plan has a direct 
consequence for the profile of the buildings, as all the buildings will have steep slanting 
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roofs. Thus more sunlight penetrates the building mass into the public areas 
and the dwellings alike and the buildings achieve longer views from within the 
dwellings. 

The plan is shaped around three major landscape features; an outer ring of 
wetland and dense vegetation, an inner green ring imagined to be a play zone 
in which all leisure facilities and civic functions is located to minimfee the travel 
distances within the plan, and then a central garden area, providing a green 
retreat in the centre 
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appella Apartments 


Architecture Design it*: Francis-Jones Morehen Thorp 
Project Architect/JjTlg^^ff : Fran cis-J ones Morehen Thorp 
Location/ Kensington, NSW, Australia 
Area/lflffiK: gross floor 18,750m 4 

Photograph : John Gollings, Andrew Chung, Mark Donaldson 


This mix use project fur 164 apartments has given us the opportunity to develop open 
space, urban design, and architectural form ideas within an important and sensitive 
district of Sydney. 

Formally the project is a sequence of intersecting layers and volumes: A landscaped 
podium forms a folding groundptane of open spaces and gardens while absorbing car 
park loading and back of house retail accommodation. 'Resting' on this solid platform 
are two composed and articulated forms of tiled precast and frame that extend out to 
hold the line and scale of the street. Free from the scale and modulation of the street 
are two fully glazed distorted rectangular forms of precise geometry that 'hover 1 and 
intersect the street forms. These suspended glass angled forms give the project a 
direction and energy towards the urban corner while creating a peaceful, simple and 
calm definition of the triangular communal gardens in contrast to the busyness of the 
street. 
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At the heart of this project is the creation of a new open space sequence that 
begins with the broadening of the footpaths through stepped terraces and 
setback shops and extends into a new landscaped public square that connects 
two existing streets, This new public square has been created on previously 
private land, It is orientated north to receive sunlight through the sharp angled 
forms of the new apartment volumes and is bordered by a stepped series 
of landscaped terraces that open into the shared communal gardens of the 
apartments. This communal landscaped open space of gently folding planes 
pool and trees follows a triangular geometry, is defined and embraced by the 
two wings of apartment volumes and opens wide to the northern sun. 

Within the intersecting forms are a wide range of apartment types with varying 
section and plan forms. The street front form incorporates deeply recessed and 
protected terraces creating open space rooms while giving daylight to multiple 
interior spaces. 

This project has also given us the opportunity to continue to explore the 
elaboration of architectural form through the editing expression of construction 
techniques, systems and natural materials. 
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Francis “Jones Mo rehen Thorp 




ose Bay 




Architecture Design/ jSEftifttfc Francis-Jonea Morehen Thorp 
Project Architect/ Francis- Jones Morehen Thorp 
Location /fljjj. 1 *; Rose Bay, NSW, Australia 
Area/IftR: total 2,792m 2 
Photograph/ JJ;-: Mathieu Faliu 


Our inspiration for this project came from the unique nature of the site, a gently slopping 
landscape right at the edge of the waterfront of Rose Bay. The natural sandstone walls 
of the bay, the grey Iranbark of the boardwalks and wharfs, the great figs and richness 
of the landscape and foliage as it meets the bay have been the elements we have 
looked to for inspiration in the design of these apartments. 

The project has been conceived as two separate but related residential accommodation 
types: a series of individual garden apartments merging with the topography and 
landscape; and a series of generous singie level apartments in a cubic pavilion 
structure. 

The garden apartments are nestled into the gentiy sloping landscape of the site. Each 
level of these apartments opens onto terraces, courtyards and gardens. They are 
entered through a gazebo-like entrance conservatory that gives views over the garden 
to the bay. The apartments are deeply nestled into the landscape for insulation and 
thermal comfort to the interiors, and are characterised through their garden setting. 
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The materials of these apartments, stone, timber and masonry emphases the 
relationship to the landscape while the large glazed doors and windows open to 
the view and fresh air. 

The pavilion apartments are created within a timber cubic structure wtth an 
expressed timber frame and louvre screens. This carefully proportioned pavilion 
is inspired by the needy waterfront structures and wharfs made from ironbark and 
weatherboards. Automated louvres, sunscreens end large operable glazing shield 
the interiors from the sun, filter daylight and modulate vistas towards the Bay in 
response to the varying climate conditions and preferences of the occupants, 
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